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Lloyd A. Weber operates the dead-weight gage 
in the pressure measuring system used to 
obtain data on the thermodynamic properties 
of oxygen. 


& Oxygen was first separated from 
liguid air by C. Linde in 1895, but 
until 1960 there was a paucity of data 
on the physical properties of oxygen 
below ambient temperatures. In fact, 
no significant measurements had been 
made on this element in the cryogenic 
temperature range for 40 years. In 
1960 and 1961, Russian’ and Bel- 
gian ° scientists published new pres- 
sure-volume-temperature (P-V-T) re- 
searches on liquid oxygen, but they 
were limited in scope and there was 
disagreement between their data. 

At present, oxygen is used as the 
propellant oxidizer in the Saturn, 
Centaur, and Atlas rockets, and also 
finds application in fuel cells and en- 
vironmental control systems for space 
capsules. The recognized importance 
of oxygen in the U.S. space program, 
and the absence of comprehensive 
and accurate data for many of its 
physical properties, have caused the 
NBS Institute for Materials Research 
to undertake an extensive research 
program on the thermodynamic prop- 
erties of oxygen. This investigation, 
which is under the direction of L. A. 
Weber, was started in 1964 at the 
Institute’s Cryogenics Division at 
Boulder, Colo., and is sponsored by 
the National Aeronautics and Space 
Administration. This work has re- 
sulted in a comprehensive compila- 
tion of accurate P-V-T tables for 
oxygen. 

During the first phase of the pro- 
gram, apparatus that had been de- 
signed and developed by R. D. 
Goodwin, for measuring the thermal 
and P-V-T properties of fluid para- 
hydrogen, was modified to measure 
the same properties of liquid oxygen. 

Most modifications in the appa- 
ratus were made to insure the safe 
handling of liquid oxygen, which 
reacts spontaneously with a great 


many substances. Precautions were 
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OXYGEN DATA 
OBTAINED FOR 


AEROSPACE 
APPLICATIONS 


taken to guard against materials in 
the equipment, or contaminants in 
the system, that could initiate or sus- 
tain unwanted chemical reactions. 
From 1965 to late 1966, precision 
measurements were conducted on the 
P-V-T properties of oxygen from its 
triple point to room temperature, at 
up to about 350 atmos- 
pheres, and for both the liquid and 


pressures 


vapor phases. A fundamental under- 
standing of the properties of both 
phases is necessary for engineering 
design since oxygen in cryogenic sys- 
tems is usually close to saturation and 
the simultaneous existence of both 
liquid and vapor phases is common. 
The results of this two-year project 
consist of approximately 1600 closely 
spaced P-V-T data points having ac- 
continued 
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OXYGEN DATA continued 


curacies within 0.01 percent in pres- 
sure, 0.001 K in temperature, and 
0.1 percent or better in density. The 
magnitude of this contribution is ap- 
parent when it is realized that these 
data comprise about two-thirds of all 
P-V-T data ever measured on oxy- 
gen. The completed P-V-T data are 
now being smoothed analytically and 
interpolated for the purpose of con- 
structing tables of smooth P-V-T 
values. 

Another phase of the work, recently 
begun, will consist of the measure- 
ment of the heat capacity of oxygen 
at constant volume, throughout the 
same range of conditions as the 
P-V-T measurements. When these 
rather difficult heat capacity experi- 
ments are completed, the resulting 
data will be combined with the P-V-T 
values, and tables of the thermo- 
dynamic functions (internal energy, 
entropy, enthalpy, specific heat, and 
velocity of sound) will be made. 

The completed NBS program of 
research on the thermodynamic prop- 
erties of oxygen will include experi- 
mental and computational results on 
P-V-T behavior, orthobaric densities, 
the critical constants, the freezing 
liquid P-V-T relation, the virial co- 
efficients, the specific heats of satu- 
rated liquid, the constant-volume 
specific heats for a wide range of 
compressed fluid states, the heats of 
vaporization, the Joule-Thomson in- 
version curve, and tables of thermo- 
dynamic functions and _ derived 
specific heats at constant pressure. 


‘The density of liquid oxygen on the saturation 
curve, by D. L. Timrot and V. P. Borisoglebskii, 
Soviet Phys. JETP 11, No. 6, 1248-1250 (1960), 
transl. of Zh. Eksperim. Teor. Fiz. 38, 1729-1732 
(1960); see also, Experimental investigation of 
the density of liquid oxygen at —190 °C to 
—120 °C and pressures to 200 kg/cm? including 
the saturation curve, by D. L. Timrot and V. P. 
Borisoglebskii, transl. of Inzh. Fiz. Zh. Akad. Nauk 
Belorussk. SSR 4, No. 1, 3-13 (1961), NBS 
Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Va. 22151, Order No. 
61 21722 (Apr. 1961). 

* Density of liquid oxygen as a function of 
pressure and temperature, by A. Van Itterbeek 
and 0. Verbeke, Cryogenics 1, No. 2, 77-80 
(1960); see also, The variation of the density of 
liquid nitrogen and liquid oxygen as a function of 
pressure, by A. Van Itterbeek and 0. Verbeke, 
Cryogenics 2, No. 2, 79-80 (1961). 
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THERMAL 
REGENERATION 
OF 


IRON OXIDE 
FILM 


Electron micrographs of the 
(100) iron surface: (left) 
before thermal regeneration 
and (right) after 12 thermal 
regeneration and oxidation 
cycles. Note the roughening 
caused by phase transforma- 
tions upon vacuum anneal- 
ing and cooling. 


M@ When some metals are exposed to oxygen, an oxide 
film forms on the metal surface. This film, when grown, 
protects the metal from further oxidation at room tem- 
perature. Previous studies have shown that on iron this 
protective film could be further grown, or regenerated, 
after it had reached a limiting thickness at room tempera- 
ture. The mechanics of this process, however, have not been 
clearly understood. 

A recent study,’ by H. T. Yolken and J. Kruger of the 
NBS Institute for Materials Research, dealt with thermal 
regeneration of oxide film growth on (100) and (110) 
iron surfaces. In this study, film growth was regenerated 
several times by vacuum annealing at elevated tempera- 
tures and re-exposure to oxygen after cooling. Data ob- 
tained in the study give a plausible explanation of the 
mechanisms involved in the regeneration process. It is 
hoped that such studies will eventually lead to improved 
methods for preventing or reducing corrosion. 

The investigation results indicate that thermal regenera- 
tion is caused by a phase change of the oxide film from 
Fe,0, to FeO on annealing at about 400 °C or above. The 
phase change causes thin areas to appear in the oxide 
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FILM THICKNESS (A) 


film and some enrichment of iron in the film. Concurrently, 
during annealing, the adsorbed monolayer of oxygen 
anions is incorporated into the film. Upon re-exposure to 
oxygen the thin areas grow again to a limiting thickness. 
The enrichment of iron in the film also allows further 
crowth. 

In carrying out the investigation, smooth, clean, flat. 
strain-free surfaces were first prepared from floating-zone 
refined iron. In each case the specimen surface was allowed 
to reach a limiting oxide thickness. Next. oxygen was 
pumped out of the system until a pressure of 5 X 10-'° torr 
was obtained. The specimen was then thermally regen- 
erated by heating to a given temperature (25 to 700 °C) 
by radiofrequency induction and cooling to room tem- 
perature. After cooling, oxygen was readmitted to the 
system at a pressure of 110° torr for further oxide 
growth. Growth could be reinitiated to a new limited 
thickness after each annealing until a final thickness of 
approximately 100 A was reached. 

Before regeneration, the film growths followed a film 
thickness-time dependence that was in agreement with 
earlier work on iron oxidation.” Plots of the data show 
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Film thickness versus time shows the amount of growth 
for one regeneration cycle. 


Plots of film thickness versus log time show the 
logarithmic rate of formation of iron oxide film for 
several regeneration cycles. 
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rapid growth for the first few minutes and a slowing down 
of the growth rate after the film reached approximately 
15 A thickness. The slopes of the curves show a faster 
rate of growth for the (100) surface than for the (110) 
surface during the first few minutes of growth, 

Curves for regenerated film growth show growth rates 
less than those for unregenerated growth. After an initial 
srowth the curves for both (100) and (110) surfaces 
followed a logarithmic relationship with time. 

In the study, film thicknesses were measured with an 
ellipsometer which relates film thickness to changing op- 
tical parameters. The ellipsometer was capable of detect- 
ing changes as small as 0.5 A in film thickness. Specimen 
temperatures were determined by an infrared pyrometer. 
Gases in the system were analyzed by a magnetic deflec- 
tion mass spectrometer capable of detecting partial pres- 
sures of 10°** torr. 


‘For further details, see Thermal regeneration of oxide covered iron 
(100) and (110) surfaces, by H. T. Yolken and J. Kruger, J. Electrochem 
Soc. 114, 796 (1967). 

“Room temperature oxidation of iron at low pressures, by J. Kruger and 
H. T. Yolken, Corrosion 20, 29t (1964) 
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IMPROVED 
PROCESS 
GIVES 
HIGH-QUALITY 
THIN 
ALUMINUM 
FILMS 


@ By using thin films, scientists are 
able to probe more deeply into the 
structure of matter. For example, when 
helium atoms gain or lose an electron, 
they radiate tiny packets of ultraviolet 
light: study of this light reveals new 
information on the properties of the 
atom. To make such studies, however, 
researchers have to separate this 
helium ultraviolet light from other 
background radiation. This can be 
done by using thin films as filters that 
transmit the ultraviolet but reflect 
radiation of longer wavelengths which 
are of lower energy. 

The thin films used for this pur- 
pose may be of various materials, but 
aluminum is undoubtedly the most 
important vacuum ultraviolet trans- 
mitter-reflector known today. It has 
high normal-incidence reflectance in 
the wavelength region of about 1000 
A, and at wavelengths between 500 
and 800 A it is one of the better avail- 
able materials for making grazing- 
incidence reflectors. 

Recently, Paul Werner of the NBS 
Radio Standards Laboratory, Boulder, 
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Colo., and Musti Narasimham, an 
NBS guest worker from India, devel- 
oped an improved process for making 
high-quality, thin aluminum films 8 
millionths of a centimeter thick.* Re- 
quired for a Radio Standards Labora- 
tory project, the films were produced 
for transmitting 304 A_ radia- 
tion. It was necessary that they be 
self-supporting since they had to be 
removed from the substrate upon 
which they were deposited. The tend- 
ency for the substrate material to 
absorb some of the ultraviolet radia- 
tion necessitated their removal. 

The NBS investigators, by evapo- 
rating common table salt onto an ex- 
tremely smooth substrate crystal and 
then evaporating aluminum onto this 
coating of salt, are able to make better 
aluminum films than previous work- 
ers, and with a higher percentage of 
success. Two-thirds of their films can 
be used in research, while other sci- 
entists, using other methods, claim to 
get only one usable film out of every 
25 to 30 that they make. 

The films made by this process also 





have fewer pinholes to be patched 
than do films made by other processes. 
These few pinholes can be mended 
with conductive silver paint applied 
under a microscope by using two 
bristles from a brush. 

Sodium chloride is more success- 
ful in the process than other salts 
mainly because it dissolves more 
quickly when placed in water, leaving 
the film floating on the surface. An- 
other reason for the success of sodium 
chloride is that both sodium chloride 
and aluminum have similar cubical 
crystals. Other salts have crystals of 
different shapes which cause too many 
pinholes in the film. 

Because thin films are very delicate. 
they must be bonded onto a support 
material before they can be handled. 
Mr. Narasimham developed a process 
for bonding the film to a fine mesh 
(covering an aluminum ring) which 
has been dipped into a dilute solu- 
tion of formvar. After the film is de- 
posited onto the mesh, the formvar 
is softened with fumes from ethylene 
dichloride and the mesh is bonded to 
the film. 

Although NBS is at present using 
the films only in research into the 
structure of elements and to obtain 
improved performance in various 
radiofrequency standards, aluminum 
and other thin films have numerous 
practical applications in science and 
industry. Examples in the fields of 
physics and electronics are: reflection 
and transmission type interference 
filters with narrow and wide band- 
widths; radiation detectors; coatings 
for image-forming devices: light in- 
tensifiers and solar energy converters; 
passive and active electronic film 
components, such as electrical resis- 
tors and windows in waveguides; thin 
film circuits; and superconducting 
film devices. 

Messrs. Werner and Narasimham 
are now preparing data tables con- 
cerned with the filtering of ultraviolet 
radiation by aluminum thin films. 


A method using sodium chloride was suggested 
by Robert Conger of the NBS Boulder glass shop. 
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LOW-FREQUENCY DIGITAL PHASEMETER 
ASSEMBLED FROM LOGIC MODULES 





J. E. McKinney compares the digital display of the NBS-developed 
phasemeter against the setting on a commercial phase generator 
(left). The oscilloscope (right) displays the two signals. 


@ A phase-angle meter developed at the NBS Institute 
for Basic Standards gives digital indications of the phase 
angle (in radians) to four decimal places between two 
electrical signals from an arbitrarily low frequency to 10 
kHz. Devised by J. E. McKinney of the Institute’s rheology 
laboratories, the meter can be assembled from commer- 
cially available logic modules.' When used with a conven- 
tional digital frequency-ratio meter, it supplies precise 
values for the phase angle between two signals of the same 
frequency. The measurement is absolute and is referred 
to a time base, which may be derived from the NBS fre- 
quency standard. Its accuracy is better than 0.01 degree 
at 400 Hz and is expected to improve at lower frequen- 
cies.” The instrument is simple in design, inexpensive, 
easily portable, and requires little space in a laboratory. 

The need for an accurate low-frequency phasemeter 
originated at NBS in certain types of rheological measure- 
ments on substances with long relaxation times. Although 
the phasemeter was designed specifically for use in meas- 
uring dynamic compressibility. particularly at the lower 
frequencies. it should prove useful as a general-purpose 
instrument for phase measurements. Potential applications 
include other types of mechanical measurements and low- 
frequency dielectric measurements. 

The phasemeter is comprised of a logic circuit, which 
can be assembled from logic modules. and a preset fre- 
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quency-ratio meter. Both the logic modules and the fre- 
quency-ratio meter are commercially available. 
Basically, the phasemeter is a timing circuit which 
measures the average time interval between appropriate 
zero crossings of the two signals over an arbitrarily 
selected number of cycles. The reason for using many 
cycles of a signal is to reduce errors caused by random 
and incommensurable imperfections accompanying the 
signals and to average the timing errors between zero 
crossings. However, considerable ability to ignore certain 
types of sine wave imperfections, such as d-c offset, noise, 
a-c hum, and some harmonics, is inherent in the device. 


Operation 

The two signals that are to be compared in phase are 
applied to the inputs of two identical channels. These 
channels are connected to the “set” and “clear” inputs of 
a flip-flop multivibrator. Pulses corresponding to the zero 
crossings of one signal activate the flip-flop, while pulses 
corresponding to zero crossings at the other signal deacti- 
vate it. The output of the flip-flop controls a gate, which 
gates a clock signal. The gate output is applied to the 
numerator input of a frequency-ratio meter. The flip-flop 
also controls a single shot multivibrator which generates 
pulses corresponding to the zero crossings of only one of 
the signals. These pulses are applied to the denominator 
input of the frequency-ratio meter. The meter then reads 
the number of clock pulses passed through the gate for n 
zero crossings of either signal, where n is an integer 
arbitrarily selected and preset on the frequency-ratio 
meter. If. for example, only positive-going zero crossings 
of both signals are made effective. the digital display will 
be the product of the phase angle (in radians), clock 
signal, and the preset number n divided by the angular 
frequency of the input signals. If the signal frequency is 
unknown, it may be measured by repeating the above 
procedure with the gate held active for n zero crossings 
at input. 


Supplemental Information 


Several modes of triggering are available with the 
NBS-developed phasemeter. In the double-triggering mode, 
all zero crossings of both signals are made effective. These 
signals may have corresponding zero crossings (for exam- 
ple. both positive-going) or noncorresponding zero cross- 
ings (for example. one positive-going and one negative- 
going). The choice of the mode depends upon the 
character of the signals and the relationship between 
them. The more accurate measurements are obtained by 
using double triggering in which direct current offset is 

continued on page 272 
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STANDARD 
REFERENCE 
MATERIALS 


Standard Reference Materials are well-characterized ma- 
terials disseminated by NBS to be used in calibrating and 
evaluating measuring instruments, methods, and systems 
or to produce scientific data that can be referred readily to 
a common base. These materials are certified for chemical 
composition or for a particular physical or chemical prop- 
erty. They are used on-site in science and industry for cali- 
brating the instruments and methods used for production 
and quality control of raw materials, chemicals, metals, 
ceramics, fuels, and radioactive nuclides in manufacturing 
processes and in research. This column regularly reports 
on the issuance of new and renewal Standard Reference 
Materials and on latest developments in the Standard Ref- 
erence Materials Program. 


FERROCHROMIUM (LOW CARBON) 


Anything that is deliberately added to a metal during 
its manufacture to change the chemical composition or 
the resulting physical properties of the metal is generally 
called an “addition agent.” Such additives have become 
critical components of the raw materials mix used to pro- 
duce metals. With the advancing technology in the metals 
field, greater emphasis is now being placed on the control 
of melt compositions, on higher, and more reproducible, 
alloy efficiencies, and on the control of residual or tramp 
impurities in the addition agents which influence the fin- 
ished product. 

Ferroalloys make up a special class of “‘addition agents” 
which are used primarily in steelmaking. These iron alloys 
are so rich in some element other than carbon, that they 
can be used to introduce that element into molten steel to 
produce desired properties in the steel. 

These alloys are sold on the basis of the amount of one 
or more elements contained in the alloy. Shipments of 
100 to 500 tons are common in this industry which has 
gross sales approaching the $1 billion mark. For technical 
and accounting reasons, both producer and consumer need 
to have an accurate knowledge of the chemical composition 
of the ferroalloy involved. Because major ingredients of 
many of these ferroalloys must be imported, the Govern- 
ment also has a direct concern in ferroalloys. 

To satisfy the needs of industrial users and the Govern- 
ment, the Bureau is preparing both renewals of the im- 
portant ferroalloy standards and new ones. The first of 
these standards in the program to be made available is 
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NBS Standard No. 196, Ferrochromium (low carbon 

The ferrochromium alloys are characterized by their 
content both of chromium and of undesirable impurities. 
As the United States has relatively few domestic reserves 
of chromium ores and is the largest consumer of chro- 
mium, it therefore has an important and increasing need 
for reliable standards. 

The new low-carbon ferrochromium standard was pre- 
pared using recently developed techniques for preparation 
of the fine particle size range required. This standard is 
a powder with a particle size range which passed through 
a 70 mesh sieve but was retained by a 140 mesh sieve. 
The provisional certificate issued with NBS No. 196 gives 
the values for carbon, chromium, manganese. silicon, and 
vanadium. This standard may be purchased in units of 
100 grams of powder for $35.‘ The material for this 
standard was furnished to the Bureau by the Metals 
Division of Union Carbide Corporation. 


MICROCHEMICAL STANDARD 


\ new microchemical standard reference material for 
checking microdeterminations of carbon, hydrogen. and 
nitrogen, has been issued with a provisional certificate. 
The new standard. NBS No. 148. was prepared from 
nicotinic acid (C;H,NCOOH), which titrimetric assay in- 
dicated to have a purity of 99,99+-0.08 percent. Also. 
thin-layer chromatographic analysis showed no significant 
amounts of impurities to be present. Microchemical de- 
terminations yielded values for carbon, hydrogen, and 
nitrogen that check the theoretical values of 58.54, 4.09, 
and 11.38 percent within experimental limits of error. 

This new standard is a heterocyclic nitrogen compound 
which resists analytical decomposition more strongly than 
acetanilide, formerly supplied as a standard for micro- 
determinations of nitrogen. It is expected to fill the need 
which has been expressed for such a standard compound. 
The large quantity and variety of pharmaceutical products 
important to the well being of the Nation’s population have 
created a need for a standard reference material typical 
of these products. Many of these contain a heterocyclic 
ring. and are analyzed by micromethods on an almost 
routine basis during research on. manufacturing of. and 
assaying of pharmaceutical, food, and related products. 

NBS Standard No. 148 is sold in units weighing approx- 
imately 2 grams. 
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The microcopy resolution test chart 
designed and announced in 1963 (left) 
is been on sale since December 1, 1964. 

The chart designed and announced in 
1967 (right) went on sale December 1, 
1967. These charts are for illustration 
only and should not be used for test 
purposes. 
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MICROCOPY RESOLUTION TEST CHART 
NATIONAL BUREAU OF STANDARDS - 1963 


NEW NBS MICROCOPY RESOLUTION 
TEST CHARTS HAVE HIGHER FREQUENCIES 


Starting December 1, 1967, the microcopy resolution 
test charts issued by NBS, Standard Reference Material 
No. 1010, will have higher spatial frequencies than those 
issued previously. The Bureau announced its intention to 
extend the range of these charts about a year ago.’ 

The previous type was designed in 1963 and had 21 
patterns of black bars on a white background ranging 
from 1 to 10 cycles/mm. These patterns were arranged to 
permit the extension of the chart to include higher spatial 
frequencies.” The new type has five additional patterns with 
spatial frequencies of 11, 12.5, 14, 16. and 18 cycles/mm. 
In every other respect both charts are identical and may 
be used for the same purposes.° 

American industry and Government spend about a third 
of a billion dollars annually to microfilm records and 
preserve films. To assure that the microfilmed images are 
of adequate quality to store the required information, 
microfilm contracts generally stipulate that the resolving 
power of the complete microfilming system be evaluated 
by means of NBS microcopy resolution test charts. The 
charts are placed in several locations on the camera copy 
board and are photographed, in the same manner as a 
document to be recorded. The resulting image is then ex- 
amined with a microscope. The number of cycles/mm in 
the smallest pattern in which the bars can be counted with 
reasonable assurance is the resolving power of the system. 

The charts containing these patterns have been produced 
and issued by NBS for about 26 years, as part of the Bu- 
reau’s standard reference materials program. The design 
of the charts and the quality control is the responsibility 

of the Image Optics and Photography Section. The charts 
have been produced by the Photographic Services Section 
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of NBS. The number of charts issued annually has been 
increasing almost continuously, but the demand has soared 
in recent years. The current volume is about 25,000 charts 
per year. This large demand will be met in the future by 
charts procured from private industry but issued by NBS 
with the same quality control that has been exercised in 
the past. 

Because of the limitations imposed by the methods and 
materials used in the production of the charts, the 18 
cycles/mm pattern does not meet the high quality stand- 
ards maintained for the 10 cycles/mm pattern. Despite 
these limitations, the additional spatial frequencies should 
prove to be of great value to many users, although most 
systems in use today with probably not resolve them. 

The new chart bears the designation 1963-A because it 
is a minor modification of the 1963 design. All NBS micro- 
copy resolution test charts, regardless of date of issue, 
satisfy the requirements of all Government specifications 
for microfilming services. If future specifications should 
require charts having spatial frequencies above 10 
cycles/mm, the new charts will, of course, be required. 

The new charts, NBS Standard No. 1010, Microcopy 
Resolution Test Chart. are sold in units of five for $8.75.* 
Instructions for the use of the charts are supplied with 
each order. 


1 Standardization and research at the National Bureau of Standards, by 
C. S. McCamy, Appl. Opt. 6, 28 (Jan. 1967). 

2 The NBS microcopy resolution test charts, by B. H. Fouquet, Proceedings 
of the Twelfth Annual Meeting of the National Microfilm Association, pp 
67-76 (1963). 

3 For a complete list of Standard Reference Materials available from 
NBS, see Standard Reference Materials: Catalog and Price List of Standard 
Materials Issued by the National Bureau of Standards, NBS Misc. Publ 
260, 1967 Edition, for sale by the Superintendent of Documents, U.S 
Government Printing Office, Washington, D.C. 20402, for 45 cents. Quarterly 
insert sheets which up-date Misc. Publ. 260 are supplied to users on request 

*These standards may be purchased for the price indicated from the 
Office of Standard Reference Materials. National Bureau of Standards, 
Washington, D.C. 20234. 
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CONFERENCE © PUBLICATION 2cé/ | 


ATOMIC SPECTROSCOPY SYMPOSIUM 
HELD AT NBS 


The National Bureau of Standards and the U.S. 
National Research Council Committee on Line Spectra 
were joint sponsors of a symposium on atomic spectra, 
September 11 to 14, 1967, at Gaithersburg, Md. Approxi- 
mately 150 of the world’s leading atomic spectroscopists 
representing many of the major international research 
centers for atomic spectroscopy were in attendance. A 
total of 78 invited and contributed papers were given dur- 
ing the four-day meeting. 

The principal theme of the symposium was the analysis 
and interpretation of atomic spectra. A comprehensive 
summary of present capabilities, and future potentials 
of the more useful tools for atomic spectra investigations 
were presented. Emphasis was placed on exchanging 
knowledge and establishing communication among the 
various laboratories. 

Many aspects of optical atomic spectroscopy were cov- 
ered during the symposium. Results were given for 
studies of a variety of atoms and ions using spectra ob- 
tained from such sources as infrared lasers, lamps, sparks, 
synchrotron light, and gaseous atomic beams. New 
methods of spectra interpretation were described, as were 
methods of applying computers to analytical calculations. 

The delegates were welcomed at the opening of the 
Symposium by I. C. Schoonover, Deputy Director, NBS. 
The remainder of the Symposium consisted of 16 sessions, 
each covering an area of atomic spectroscopy research 
such as astronomical spectra-plasmas, intensities-profiles, 
instrumentation-measurements, isotope shifts, theory, 
Zeeman effect, autoionization, and complex spectra. 


FIFTH TRANSDUCER WORKSHOP MEETS AT NBS 


Scientists and engineers who use or study transducers— 
including the small devices used to send electrical signals 
indicating changes in temperature, pressure, and acceler- 
ation—met at the Fifth Transducer Workshop at the 
Gaithersburg laboratories of the National Bureau of 
Standards October 3 and 4, 1967. The Workshop was 
sponsored by NBS and the Transducer Committee of the 
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IRIG (Inter Range Instrumentation Group) Telemetry 
Working Group, reflecting the interest of both research 
and application-oriented people. This is apparent also 
in the makeup of the more than 100 attendees, people 
who use or study transducers in: Government, both civilian 
and military; the aerospace industry; educational insti- 
tutions; and research institutions. This is the fifth such 
Workshop, following by five years another held at the 
Bureau’s old facilities at Washington, D.C.! 

The IRIG was formed in March 1952 to exchange 
information on instrumentation problems common to 
government testing ranges and to facilitate standardiza- 
tion of instrumentation systems. Its efforts are conducted 
by working groups; the Transducer Committee of the 
Telemetry Working Group deals with transducer evalua- 
tion, calibration and standardization problems, all of 
interest to those attending the Workshop. Much of the 
Workshop’s discussion centered on evaluating and 
selecting transducers and on the expected longevity of 
operation within tolerance. 

The present Workshop was presided over by General 
Chairman L. L. Lathrop, of the Sandia Corporation. 
Cochairman P. S. Lederer, of NBS, handled much of the 
preparation and planning for the meeting, assisted by 
J.S. Hilten, NBS. 

Introductory remarks on NBS and its role in transducer 
work were given by A. V. Astin, NBS Director, and 
L. Kushner, Deputy Director of the NBS Institute for 
Applied Technology. They were followed by M. G. Dom- 
sitz, Chief of the Bureau’s Electronic Instrumentation 
Division, who noted that one-tenth of the Bureau’s unclassi- 
fied projects involve transducers. The Bureau uses 
transducers, he said, to measure fixed constants, to better 
measure standards, to improve calibration techniques, 
and to explore properties of matter and materials. 
J. Stern, Chief of the Bureau’s Basic Instrumentation Sec- 
tion, noted that “basic” research on transducers can be 
regarded as being both fundamental and applied. His 
group prefers projects which have broad implications and 
are not constrained to produce information of narrow 
applicability. 

In the following technical session, under the chairman- 
ship of W. G. James of the Air Force, J. S. Hilten gave a 
progress report on the NBS Inter Agency Transducer Proj- 
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ec in which the Bureau renders specific-goal services for 
th Air Force, the National Aeronautics and Space Ad- 
m istration, and the U.S. Navy. He described the types 
of .ccelerometer and pressure transducer calibrations per- 
fo med at NBS and special devices developed for this 
pt pose, with emphasis on the earth’s field dynamic cali- 
br «tor now under evaluation. Following this, A. H. Boyd 
of ‘he Air Force Rocket Propulsion Laboratory described 
advances in pulse flow measurement by means of instru- 
mentation making use of the change in velocity of laser 
lig ht passing through a moving medium—one of the varied 
applications in which lasers have been found to be useful. 
The transducer development program at the Air Force 
Special Weapons Center was described by H. M. Fernan- 
dez. The part played by transducers in making pressure 
measurements in a hypersonic wind tunnel was detailed 
by F. B. Kroeger of Ohio State University. This session was 
concluded with a description of various techniques for 
making multiple pressure measurements in wind tunnels, 
given by E. K. Yager of General Dynamics/Convair. 

Transducers in measurement systems were discussed in 
the next session by a panel presided over by P. S. Lederer. 
R. D. Bronson of General Dynamics/Convair first gave 
criteria for the selection and use of transducers, L. Horn of 
NBS noted the importance of their design and construction 
features, J. A. Harmon of the White Sands Missile Range 
discussed their evaluation and calibration, and H. W. 
Rosenberg of the China Lake Naval Ordnance Test Sta- 
tion discussed interpretation of data. The views expressed 
by the panelists on the need for transducer calibrations, in 
addition to those of the manufacturer, evoked considerable 
discussion by other attendees on both procurement and 
subsequent calibrations. 

The following technical session, presided over by A. H. 
Boyd, was opened with a description of transducer sensing 
with readouts in the time domain, by H. G. Tobin and J. N. 
Scoyoc of IIT Research Institute. This was followed by 
papers on the cross-axis sensitivity of piezoelectric ac- 
celerometers, by R. E. Harper of Pratt and Whitney, and 
on the evaluation of bonded strain gage pressure, force, 
and flow transducers, by R. T. Cusick of the Johns Hopkins 
University Applied Physics Laboratory. This session was 
concluded with two papers on transducer problems, one 
on precautions to be observed in the use of transducers and 
the usefulness of input conditioning, by P. Stein of Arizona 
State University, and one on the unique transducer prob- 
lems encountered in operating a supersonic test track, by 
G. A. Price of the Air Force. 

During a tour of NBS laboratories engaged in trans- 
ducer research, the attendees inspected the Bureau’s 
deadweight pressure calibration facilities, the shaker de- 
velopment and accelerometer calibration laboratory, the 
pressure measurements research laboratories, and the 
laboratory of the interagency transducer project. 

Persons, in addition to attendees of the Workshop, in- 
terested in obtaining a copy of the Proceedings should 
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write to: The Secretariat, Range Commander’s Council, 
White Sands Missile Range. N. Mex. 88002. 


SIXTH CONFERENCE ON 
PRECISION ELECTROMAGNETIC MEASUREMENTS 


The 1968 Conference on Precision Electromagnetic 
Measurements will be held June 25 to 28, at the Boulder 
Laboratories of the National Bureau of Standards, Boul- 
der, Colo. This meeting will be the sixth in the biennial 
series begun in 1958. The Conference is sponsored by the 
NBS Institute for Basic Standards, the Group on Instru- 
mentation and Measurement of the Institute of Electrical 
and Electronics Engineers, and the U.S. Commission | of 
the International Scientific Radio Union (URSI). The Bu- 
reau of Continuation Education of the University of 
Colorado will handle the local arrangements. 

The aim of the Conference is the advancement of elec- 
tromagnetic measurements at levels of precision and ac- 
curacy appropriate to national standards laboratories. The 
traditional fields of DC, LF, HF, and microwave measure- 
ments together with related physical studies provide the 
core of the Conference subject matter. In this year’s Con- 
ference, emphasis will be placed on the rapidly developing 
field of automated precision measurements. Methods for 
precise pulse and waveform measurements will also receive 
special attention. 

As in the past, the Conference encourages international 
participation. In recognition of the importance of this 
aspect, a special session will be devoted to the international 
comparison of standards. 

A call for papers is issued in the following areas: direct 
current and low-frequency measurements, time and fre- 
quency, radio frequency and microwave measurements 
(including coherent optical techniques), pulse and modu- 
lation measurement, and automated measurements. Six 
copies each of a summary and abstract should be included. 
The summary of 500-1000 words may include up to five 
illustrations and will be reproduced in the program digest. 
The abstract should contain no more than 200 words and 
no illustrations. Deadline for receipt of abstracts and sum- 
maries is February 12, 1968. They should be submitted to: 

Donald D. King 
Aerospace Corporation 
P.O. Box 95085 

Los Angeles, Calif. 90045 

Papers given at the Conference will be published in a 
Special Issue of the EEE Transactions on Instrumenta- 
tion and Measurement. 

Further information concerning the Conference may be 
obtained from: 

George Goulette 
Bureau of Continuation Education 
328 University Memorial Center 
University of Colorado 
Boulder, Colo. 80302 
continued on page 273 
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STANDARD FREQUENCY AND TIME BROADCASTS 


WWV—2.5, 5.0, 10.0, 15.0, 20.0, and 25.0 MHz 
WWVH—2.5, 5.0, 10.0, and 15.0 MHz 
WWVB—60 kHz 


Radio stations WWV (Fort Collins, Colo.) and 
WWVH (Maui, Hawaii) broadcast signals that are kept 
in close agreement with the UT2 scale by making step 
adjustments of 100 ms as necessary. Each pulse indicates 
that the earth has rotated approximately 15 arcseconds 
about its axis since the previous one. Adjustments are 
made at 0000 UT on the first day of a month. There will 
be no adjustments made on January 1, 1968. The pulses 
occur at intervals that are longer than one second by 300 
parts in 10'° due to an offset in carrier frequency coordi- 
nated by the Bureau [International de l'Heure ( BIH), Paris, 
France. 

Radio station WWVB (Fort Collins, Colo.) broadcasts 
seconds pulses derived from the NBS Time Standard 
(NBS-III) with no offset. Step adjustments of 200 ms 
are made at 0000 UT on the first day of a month when 
necessary. BIH announces when such adjustments should 
be made in the scale to maintain the seconds pulses within 
about 100 ms of UT2. There will be no adjustment made 
on January 1, 1968. 


WWV DAY—1967 


The new location and new facilities of NBS radio station 
WWYV at Ft. Collins, Colo., which began its transmissions 
last December,' were the themes of a special program at 
Ft. Collins on July 29, 1967. J. M. Richardson, chief of 
the NBS Radio Standards Laboratory which operates the 
station, was master of ceremonies of the program which 
featured an address by Hon. Gordon Allot, U.S. Senator 
from Colorado. An Open House was held at which guests 
could inspect the new facilities. 

It was back in March 1923 that the National Bureau 
of Standards first started transmitting standard radio 
frequencies on a regularly announced schedule from radio 
station WWV. Since then WWV has expanded its sched- 
ules and services and is today making major contribu- 
tions to the Nation’s space and defense programs, to 
worldwide transportation and communications, and to 
the broadcast and electronics industries. 
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WWYV broadcasts eight services: ° standard radio fre. 
quencies (2.5, 5, 10, 15, 20, and 25 MHz), standard audio 
frequencies (1000, 600, and 440 Hz), time intervals (the 
second, minute, and hour), time identification by voice. 
universal time UT2 in international Morse code, dail; 
corrections to UT2, forecasts of radio propagation condi. 
tions, and geophysical alerts. 

The WWYV transmitter was originally located at the 
National Bureau of Standards in Washington, D.C., and 
it remained there until 1931. Since then it has moved 
successively to College Park, Beltsville, and Greenbelt 
(all Maryland suburbs of Washington), and finally, in 
1966, to Ft. Collins, Colo., where it went on the air at 
0000 hours GMT, December 1, 1966. 

The move to Ft. Collins was prompted by rapidly 
obsolescing equipment, the need for a more geographically 
central location, the high ground-conductivity at Ft. Col- 
lins, relative freedom from interference by industry, and 
proximity to the NBS atomic frequency standards at 
Boulder, Colo. 

In 1923, broadcasts by WWV were only accurate to 
within a few parts in a thousand. Accuracy today is on 
the order of a few parts in a million million (10'*)— 
almost as good as the NBS atomic frequency standard 
itself. 


ELECTRON-BEAM MEASUREMENTS PROGRAM 


Recent improvements in the production, detection, and 
utilization of high-energy electrons have opened the way 
for striking advances in the scale and kinds of electron- 
beam applications. Effective control of the beams depends 
critically on accurate measurements, and these depend in 
turn on reliable measurement techniques and on stable. 
precise standards. To provide such techniques and stand- 
ards is the goal of a large effort now under way at Gaithers- 
burg, Md., in the NBS Institute for Basic Standards.* 

At present the Institute provides accurate and uniform 
techniques of physical measurement in several areas of 
radiation science. It investigates, develops, and improves 
radiation sources and standards; supplies calibration serv- 
ices for standard measuring instruments, materials, foils. 
fields, and sources; and advises other Government agen- 
cies on radiation measurements. The Institute’s services. 
existing ' or under development, for standard instruments 
and sources, are listed in Table 1. 
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- Table 1. Services of the National Bureau of Standards in measurements of radiation 





























Service 
— Present ce Possible future 
A. X rays Mes gah Lo 
1. 10 kV-3 MV (a) Cavity-chamber calibration in roentgens (a) Same 
(b) Calibrations in joules per square cen- 
timeter 
2. 3 MeV—180 MeV | (a) Transmission-chamber calibrations in | (a) Same 
joules 
B. Alpha rays | (a) Radioactivity standards and source cali- (a) Same 
Beta rays brations in microcuries 
Gamma rays (b) Source calibrations in roentgens per (b) Same 
hour at 1 meter 
(c) Source calibrations in watts per square 
centimeter at 1 meter 


C. Electron beams 





D. Neutrons 














(a) None (a) Faraday-cage calibrations of transmis- 
sion monitors in amperes 

(b) Absorbed-dose calibrations under spe- 
cial radiation conditions and irradia- 
tion geometries 





(a) Neutron-source standards in neutrons (a) Same with larger variety of radioactive 
per second sources 
(b) Neutron-source calibrations in neutrons (b) Same with larger variety of radioactive 
per second sources 
|  (c) Foil calibrations in thermal neutron-flux (c) Same with larger fluxes; with reactor 
facilityin neutrons per square centimeter standard fluxes 
second (d) Monoenergetic radioactive neutron- 


source standards 
(e) Monoenergetic accelerator neutron 
calibrations 








Table 2. Characteristics of the new NBS accelerators; pps, pulses per second; d-c, direct current. 


Energy Current Power Dimensions Beam Pulse Repetition 








Accelerator (MeV) (mA) (kW) (diameter diam. length rate 
Xlength;m) (mm) = (usec) (pps) 
Linac 80 1 80 0.5X30.5 3 0.01-6.0 <720 
Van de Graaff 4 1 4 2 X Sz 10 _—s_:1 (or d-c) <500 
Dynamitron 1.5 10 15 LAF 2 (d-c) (d-c) 


Measurement services are already being offered in the facilities and the special attention given to stability of 
Institute for radiation fields of x rays. alpha, beta, and operation and accuracy of measurement uniquely equip the 
gamma rays, and neutrons, but there are none at present new laboratory for its task of developing electron-beam 
for high-energy electron beams. However, the rate of ad- _ standards. 
vance in electron-beam technology has called forth a cor- 
respondingly substantial effort by NBS to provide accurate 


1See Construction of new WWYV buildings begun, NBS Tech. News Bull. 


measurements. Work in all these radiation fields is the 51, 161 (Sept. 1966) and WWV to send first day QSL cards, NBS Tech 
function of a specialized laboratory now ready to broaden _ News Bull. 51, 211 (Nov. 1966). 


its services. 


2 For a description of these services, see NBS Standard Frequency and 
Time Services, NBS Misc. Publ. 236, 1967 Edition, available at 15 cents 


Among the larger pieces of equipment of this laboratory per copy from Superintendent of Documents, U.S. Government Printing 


Office, Washington, D.C. 20402. 


are x-ray machines and electron accelerators operating in For further details, see Electron beams: National Bureau of Standards 
the 10-keV to 200-MeV radiation-energy range. Character- 4d the new technology, by H. W. Koch, Science 156, 321-328 (Apr. 1967) 


* Descriptions, conditions, fees, and instructions for obtaining NBS meas- 


istics of its three most intense electron sources are sum- ° urement services and standard materials are given in NBS Misc. Publ. 250, 


marized in Table 2. Single devices comparable to these 


Calibration and Test Services ($1.00 per copy) and NBS Misc. Publ. 260, 
Standard Reference Materials: Catalog and Price List of Standard Materials 


can be found in the larger industrial, university, or Govern- Issued by the National Bureau of Standards (45 cents per copy), both for 


sale by the Superintendent of Documents, U.S. Government Printing Office 


ment laboratories. However. the particular combination of — Washington, D.C. 20402 
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The heart of the Bolovac is a 
resistive film patterned in two 
semicircular areas. The film is 
deposited on an insulating disk, 
which is mounted in the bolom- 
eter head, with the center 
conductor passing through it. 





@ To meet the advancing needs of science and technology, 
the NBS Institute for Basic Standards must strive con- 
stantly to improve the accuracy of its calibration services. 
In the field of radio standards it must also continually 
extend the range of frequencies over which it provides 
services. 

Radiofrequency voltage standards developed by NBS in 
the 1950’s were useful up to about 1 GHz (1000 Mc). The 
upper limit of frequencies used has gradually risen and 
recent needs have led M. C. Selby, of the Institute’s Radio 
Standards Laboratory at Boulder, Colo., to develop an 
instrument, called a Bolovac, for measuring voltage and 
current at frequencies up to 20 GHz. Because of its ac- 
curacy, simplicity, and ease of use, the Bolovac is now the 
standard with which voltage- and current-measuring in- 
struments sent to the Laboratory for standardization are 
compared in the 1-10 GHz region.’ 


Measurements at Gigahertz Frequencies 
Measuring radiofrequency parameters at gigahertz 


(kilomegacycle) frequencies presents inherent problems. 
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VM. C. Selby holds the 
bolometric voltage and current 
standard (Bolovac) he 
developed. 





THE BOL 


Voltage and Current Mast 


At such frequencies the wavelength approaches the dimen- 
sions of electrical paths within the measuring instrument, 
and care must be taken to prevent the measurement from 
changing the system being measured. 

Bolometric methods of measurement are used in the 
gigahertz range primarily for measuring power. Bolometry 
makes use of the fact that most materials are heated if they 
absorb rf energy, and thus undergo a change in resistance. 
In the substitution bolometry method a bolometer element 
positioned across an rf transmission path is first heated 
to a reference resistance value (measured by a resistance 
bridge) by passing a controlled bias current (d-c or audio- 
frequency) through it. When it is subjected to an rf field. 
the amount by which the biasing must be reduced to pro- 
duce the same resistance value is equated with the rf 
power absorbed; from this the total rf voltage or current 
can be computed. 

Bolometric devices used * include the barretter (a fine 
resistance wire) and the thermistor (a tiny piece of semi- 
conductive material bridging its two leads). The imped- 
ance of these devices changes not only with heat, but also 


NBS Technical News Bulletin 











30LOVAC 


it Masurements to 10 GHz 


len- 
ent. 
“om 


the 
try 
hey 
ice. 
lent 
ited 
nce 
lio- 
eld. 
yro- 


ent 


with frequency; they have nearly reached the limit of 
their usefulness at 1 GHz. Needed were devices for testing 
and standardizing that are insensitive to frequency changes 
between 1 and 10 GHz or higher frequencies. 


The Bolovac 


The Bolovac—so called for “bolometric voltage and 
current’’—standard is a bolometric “head” which is con- 
nected in a coaxial transmission line between the radio- 
frequency source and the load to measure the rf voltage. 
The same voltage-measuring instrument or a variant of 
it is used for measuring rf current. It is the most practical 
instrument to date for standardizing high-frequency cur- 
rents of 5 to 1000 milliamperes. 

The power-sensitive unit of the bolometer is a con- 
ductive film, in the shape of two half-disks, deposited 
on an insulating disk, through which the center coaxial 
conductor runs. The greater the rf power flowing through 
the device, the more power is absorbed by the two film 
areas, the hotter they become, and the more their resist- 
ance increases. The bolometer head is so designed that 
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Using the Bolovac, a thermoelement is standardized at 1 GHz. 

R} energy from the console passes through the Bolovac (disk in 
foreground) to the thermoelement mounted directly on one of the 
Bolovac’s coaxial connectors. 


the two half-disks are connected in parallel for the rf 
power and in series for the biasing power 
controlled audiofrequency or d-c source. 

The Bolovac is designed to minimize errors resulting 
from uncertainty of the location of the rf voltage and 
current planes in the system: the standardizing rf voltage 
appears essentially at the input plane of the device being 
calibrated. For ammeter calibrations, the plane through 
which the rf standardizing current flows is located essen- 
tially at the output plane of the current-indicating device 
being calibrated. The actual separation of planes is of the 
order of millionths of an inch; the thickness of the di- 
electric separates biasing from rf input potentials. 

The Bolovac disks generally have positive temperature 
coefficients of resistivity, as against generally negative 
ones for thermistors. This eliminates the danger of over- 
loading the bolometers in the absence of current-limiting 
impedances in the biasing and rf sources. Because the rf 
impedance of each disk is essentially equal to its d-c 
resistance over a wide frequency range, the Bolovac as- 
sembly can be used for some pulsed voltage and current 
measurements without loss of accuracy. 

Another advantage of the Bolovac, in comparison with 
other devices, is that it measures microwave power trans- 
mitted down a uniform line with potentially greater accu- 
racy than most calorimetric techniques. Also, since the 
Bolovac-disk d-c and rf impedances are essentially the 
same, its sections can be matched by use of direct current 
only. This eliminates the tedious and expensive rf match- 
ing procedure required with the usual bolometer head. 
The Bolovac is free of errors associated with single- 
thermistor mounts and, unlike other instruments, requires 
no stubs or discrete biasing isolation components. 

Fabrication of the Bolovac is relatively simple and the 
device is more rugged and reliable than the thermistor 
mounts. It is simple to maintain and requires no special 
precautions in use, as contrasted with the nonvibrating 
supports required by dynamometer type instruments and 
the fragility of thermistor beads and leads. 

The Bolovac can be used with a number of types of 
commercially available bolometer bridges and d-c and 
low-frequency instrumentation. It is simple and rugged 
enough to be designed into other assemblies, such as into 
antennas to make current measurements. 


1 Voltage measurements at high and microwave frequencies in coaxial 
systems, by M. C. Selby, Proc. IEEE 55, 877-882 (June 1967) 

2 The state of the bolometric art at 1950 and descriptions of bolometric 
devices are given in: A bolometer bridge for standardizing radio-frequency 
voltmeters, by M. C. Selby and L. F. Behrent, J. Res. NBS 44, 15-30 (Jan. 
1950) 
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NEW DOCUMENT ANNOUNCEMENT EXPERIMENT 


The Clearinghouse is experimenting with a new medium 
for announcing Government-generated research and devel- 
opment reports. This new mechanism, referred to as sub- 
journals, is in the form of one or more sheets listing 
available reports by 65 subject areas. These subjects were 
compiled from the standard fields and groups established 
by the Committee on Scientific and Technical Informa- 
tion (COSATI). COSATI is composed primarily of offi- 
cials from Federal agencies responsible for scientific and 
technical information programs. The sub-journal concept 
permits rapid scanning of reports for bibliographic infor- 
mation in one or more selected areas of interest. The 
number of reports announced in each category will vary 
depending upon the number of new documents acquired 
by the Clearinghouse but should average between 5 and 30 
reports every 2 weeks. 

The experiment, cosponsored by the Office of Aerospace 
Research, U.S. Air Force, and the Clearinghouse, will 
last approximately six months. If, at the end of that time, 
the results indicate that the sub-journal is a useful item it 
will be made a regular service of the Clearinghouse in 


early 1968. 


TECHNICAL TRANSLATIONS JOURNAL 
DISCONTINUED 


The Technical Translations (TT) announcement jour- 
nal published by the Clearinghouse will be discontinued 
after December 1967 (Vol. 18, No. 12, December 30, 


PHASEMETER 


ignored along with certain harmonics. The single trigger- 
ing mode does not ignore direct current offset or any 
out-of-phase harmonics, and the output may become spur- 
ious in the presence of moderate amounts of noise, par- 
ticularly at the lower frequencies. Since all zero crossings 
are effective in the double triggering mode, spurious out- 
puts from noise are absent in this mode. The positions of 
the zero crossings may be disturbed because of noise, but 
corresponding errors should average to zero if the meas- 


continued 
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1967). Beginning in 1968, all U.S. Government-sponsored 
technical translations will be announced in the Clearing- 
house announcement journal, U.S. Government Research & 
Development Reports (USGRDR). The first issue of 
USGRDR announcing these translations will be Vol. 68, 
No. 1, January 10, 1968. 

After December 30, 1967, translations not sponsored 
by U.S. Government agencies will not be announced by 
the Clearinghouse. These translations are now announced 
in both the Translations Register-Index, published by the 
Special Libraries Association Translations Center, and in 
the ETC Quarterly Index, published by the European 
Translations Centre. The Clearinghouse will continue to 
provide reference information and attempt to answer 
specific queries on all translations, both Government- 
sponsored and non-Government-sponsored. 

The inclusion of Government-sponsored — technical 
translations in USGRDR makes it a more comprehensive 
announcement journal covering U.S. Government-spon- 
sored research and development reports and translations. 
The USGRDR is published on the 10th and 25th of each 
month. All reports and translations announced in it are 
indexed in the concurrently issued companion journal, 
Government-Wide Index to Federal Research & Develop- 
ment Reports (GWI). GWI indexes the USGRDR entries 
by subject, author, source, report number, and con- 
tract number. Both of these journals are sold by the 
Clearinghouse.” 


For subscription information, see Clearinghouse Bibliographic Journals, 
page 279. 





urement is taken over a sufficient number of cycles. 

It is expected that an accuracy within 0.01 degree in 
phase measurement is the best that can be obtained at 
this time with any phasemeter. This accuracy is limited 
not by available techniques, but rather by the quality of 
the signals available to be evaluated. 


‘For a list of manufacturers of logic modules, consult the current Elec- 
tronic Engineers Master Catalog, United Technical Publications, Inc., New 
York, N.Y. (annual periodic publications). 

2 Digitized low-frequency phasemeter assembled from logic modules, by 
J. E. McKinney, J. Res. NBS 71C (Engr. and Instr.) No. 3, 227-238 (July— 
Sept. 1967). : 
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EXCHANGE OF COMPUTER PROGRAMS 
AND DOCUMENTATION 


™ The National Bureau of Standards 

is announced its sponsorship of a 

rvey of services for the exchange 

computer programs and program 
documentation. The survey is being 
conducted for the Technical Informa- 
tion Exchange of the Bureau’s 
Center for Computer Sciences and 
Technology. 

The first phase of the survey will 
involve interviews with a number of 
organizations which exchange, lease, 
or sell programs and documentation. 
These include computer-centered and 


which distribute primarily internally. 
and commercial corporations which 
deal in programs, documentation, or 
indexes. 

The survey will determine the gen- 
eral nature of services offered. the 
number and types of computer pro- 
grams involved, and the extent to 
which program catalogs exist. One of 
the results of the survey will be a 
published roster of program ex- 
change organizations of the types just 
described. Any organization which 
would like to be listed in this roster 
should contact the Technical Informa- 


of computer users concerning the use- 
fulness to them of a master catalog 
of all computer programs and docu- 
mentation available, giving the source 
of each. Organizations which are in- 
terested in such a catalog, or which 
now publish program catalogs or in- 
dexes also, are invited to contact the 
Technical Information Exchange. 
The address is: 


Technical Information Exchange, 
B250-Instr. 


industry-centered users groups. gov- 
ernment agencies and their contrac- 
tors, universities and _ non-profit 
corporations, private corporations 


tion Exchange. 





BRIEFS continued 
HANDBOOK OF INDUSTRIAL METROLOGY 


A Handbook of Industrial Metrology, described in its 
subtitle as “a reference book on principles, techniques, 
and instrumentation design and application for physical 
measurements in the manufacturing industries,” has been 
issued by the American Society of Tool and Manufactur- 
ing Engineers (ASTME) assisted by experts from industry, 
the universities, and the National Bureau of Standards. 
The level of treatment is intended to be within the scope 
of the average engineer’s comprehension.” 

Plans for the book first took shape in 1964 at a meet- 
ing between representatives of ASTME, faculty members 
of George Washington University (believed at the time 
to be the only American graduate school with a full 
metrology course), and I. H. Fullmer and A. G. McNish 
of the NBS Institute for Basic Standards. Under the policy 
supervision of the ASTME Publications Committee, the 
text was written by a panel of 25 contributors from indus- 
try. the universities, and NBS. Contributors from NBS 
were H. H. Ku of the Statistical Engineering Laboratory 
and three members of the Metrology Division staff: A. G. 
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A second phase of the survey will 
include interviews with a cross section 


Center for Computer Sciences and 
Technology 
National Bureau of Standards 


Washington, D.C. 20234 


McNish, Chief of the Division; T. R. Young, Chief of 
the Length Section; and C. S. Kopec of the Engineering 
Metrology Section. 

Four chapters of a general character first lay a ground- 
work. They define the nature of metrology, present basic 
principles, and give an account of the standards and 
statistical concepts around which metrology centers. Then 
come eleven chapters on more concrete topics: direct 
measuring tools and instruments (e.g., gage blocks), opti- 
cal projectors, pneumatic comparators, electric and elec- 
tronic gages, interferometers and associated devices, 
comparative measurements by ultrasonic and radiological 
techniques, geometric considerations in linear measure- 
ments, optical alinement, surface texture, screw threads, 
and gears. Emphasis is on proper and efficient application 
of devices and techniques; details of manipulation are 
left to suppliers’ instruction manuals. The last chapter, 
on the management of inspection and quality control, is 
concerned with the functioning of organizational policy 
to interrelate soundly and utilize fully the measurement 
capabilities in a plant. 

‘ Transducer group meets at NBS, NBS Tech. News Bull. 46, 162 (Nov 
1962). 


= The Handbook has 445 pages, 29 tables, about 280 illustrations, and 
index. Publisher: Prentice-Hall Inc., Englewood Cliffs, N.J. Price: $15. 
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This column regularly reports significant developments 
in the program of the National Standard Reference Data 
System. The NSRDS was established in 1963 by the 
President's Office of Science and Technology to make 
critically evaluated data in the physical sciences available 
to science and technology on a national basis. The 
System is administered and coordinated by the National 
Bureau of Standards through the NBS Office of Standard 
Reference Data, located in the Administration Building 
at the NBS Gaithersburg Laboratories. 


A Program Package for Computer-Assisted Text 
Editing and Data Retrieval 


A major problem in the extension of computer tech- 
niques to the processing of scientific manuscripts—either 
for editing and automatic typesetting or for storage and 
retrieval—is the limited number of characters on the 
ordinary computer printer, card punch, and typewriter. 
The problem is not insurmountable and has been met with 
varying success. 

Recent developments in hardware and programming 
should soon provide a capability to handle text with sci- 
entific notations, such as subscripts, superscripts, Greek 
letters, mathematical and logic symbols, and diacritical 
marks present in some languages. 

It is not economical, nor even necessary, for computer 
printers to provide authors with the nearly 1,000 symbols 
available to printers who specialize in scientific publica- 
tions. A computer line-printer component with 240 distinct 
characters and having provision for half-line spacings 
offers enough flexibility to cope with all but the most 
specialized situations. 

Early in 1968, the Office of Standard Reference Data 
will have access to such a computer. This line-printer will 
have 240 distinct characters, will be able to provide half- 
line spacing for subscripts and superscripts, and will be 
able to print several characters in the same position (e.g., 
imposed over 0 gives 0). 

Computers can accomplish easily and efficiently a va- 
riety of tasks encountered in editing, printing, and revis- 
ing data compilations. They can modify or refine text 
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(delete unwanted information or instructions); select, 
abridge, or rearrange lines or blocks of data or text: 
format the final printed pages; and, finally, build a table 
of contents and an index. 

A number of text editing programs for these purposes 
now exist, and others are being developed.’~* Not only 
can “editing” problems be solved, but they can be solved 
in such a way as to produce simultaneously a general- 
purpose data retrieval system of considerable power and 
flexibility. 

A suitably designed editing progran serves still another 
important purpose—that of providing a simple means of 
coping with different data formats. Such a program makes 
the transformation of data or text files from one format 
to another a trivial task, and thereby reduces the necessity 
to force heterogeneous files into rigid formats. 

A package of utility programs for computer-assisted 
editing (Edpac) with the above-mentioned characteristics 
and objectives is being developed by the Office of Stand- 
ard Reference Data in collaboration with some of its as- 
sociated data centers at NBS. The first computer programs 
of this series will be described in a forthcoming NBS 
publication.‘ 

The first release of Edpac contains FORTRAN pro- 
gram listings and descriptions of five programs: JUSTIFY. 
SCRAMBLE, SEARCH, BLOCKSEARCH, and SUBSTI- 
TUTE. These may be used independently or in sequence. 

Any editing system which permits the deletion or addi- 
tion of substantial segments of text must have some pro- 
vision for rearranging the words into lines of specified 
length. JUSTIFY is a text formatting program which pro- 
vides this facility with or without justified righthand 
margins. It can center lines of text, indent, and perform 
other features useful in preparing camera-ready copy. 
However, the program does not hyphenate words at the 
end of a line. When line justification is called for, the ex- 
tra spaces are placed first after each period in the line and 
then between the words, starting from the left in one line 
and from the right in the next. Because simplicity of use 
is an important factor in the design of these programs, 
the rules are kept as conventional as possible. For ex- 
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a) ple, the start of a paragraph is ordinarily signaled by 
le ving at least one blank space at the beginning of the 
li e—just as a typist might indent when starting a new 
p cagraph—or by inserting a blank card which is equiva- 
leat to leaving a blank line when paragraphs are not 
ir dented. 

SCRAMBLE provides for the substitution of any single 
aracter for any other. It is equivalent to a simple sub- 
stitution cipher. It is used in the transformation of vari- 
alles. in the conversion of one precedence symbol to 
another. and in character transformations in linguistics 
research. 

The program called SUBSTITUTE is a more versatile 
and correspondingly more complex program. It has a 
provision for replacing any character string by any other 
character string regardless of where it occurs in the text. 

‘Among the diverse jobs this program can do are the 
following: 

a. Convert text punched on cards in BCD format (all 
capital letters) to upper and lower case. such as 
initial capitalization of the start of each sentence 
and authors’ names and initials. 

b. Replace any arbitrary set of symbols by correspond- 
ing instructions for a phototypesetting machine. 

c. Recognize typesetting instructions in a text and either 
delete them or replace them with other codes. 

d. Anglicize text written by Americans. 

e. Replace journal abbreviations by their five letter 
CODEN designations or vice versa, or by the full 
title. 

f. Match citation numbers in the body of a paper with 
an indexed list of references. 

g. Insert complex mathematical expressions when they 
occur frequently in a text, thereby avoiding needless 
retyping and subsequent proofreading. 

h. Insert typesetting instructions in place of code words 
for special symbols not available on the input device. 

i. Screen and correct automatically inconsistent use of 
abbreviations or symbols. 

SEARCH and BLOCKSEARCH are useful for data re- 
trieval. The first program searches a card image of a 
single line of text for the presence of any or all of a group 
of words or strings or fragments; it prints out the line 
or punches out a card when such items are located. 

BLOCKSEARCH is able to scan an entire block of 
lines, making it generally more useful in data retrieval. 
This search is made not on a single line but on a suitably 
delineated block, such as a paragraph, a page, a full 
bibliographic citation, or an abstract. On a successful 
match the entire block is printed or punched. 

An important feature of both searching programs is 
the ability to handle fragments such as prefixes or suffixes 
or even fragments in the interior of words. Ordinarily the 
scanning is anchored to the beginning of the word. For 
example, asking for the word “thermo” would produce 
lines with thermodynamics, Thermodynamics, thermo- 
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chemistry, and Thermochemistry. If the program is set to 
the unanchored mode, it will locate the word Aerothermo- 
(4) at the end of a string of restricts the search to endings 
dynamics as well. In this search mode, imbedding a blank 
or suffixes. Thus, when asked to located FLEX, the pro- 
gram will find CELLUFLEX, but not FLEXIBLE. Set to 
locate all lines containing both of the strings ‘CEL and 
LEXA, this program would locate all words beginning 
with CEL and ending with LEX, such as CELLS and 
COMPLEX. 

The Edpac programs have been written in FORTRAN 
with considerable care to avoid any machine-dependent 
instructions so as to permit the direct use with the various 
computers utilized by the NBS data centers. The programs 
run without modification on the IBM 7094, the CDC 3600, 
the UNIVAC 1107 and 1108, and the IBM 360/30. 

Subsequent VSRDS News articles will discuss programs 
for more sophisticated Boolean search strategies, conven- 
tions for keyboarding an extended character set, and pro- 
grams for converting computer tapes to feed photo- and 
electronic-typesetting machines. _ 


Bibliography of Atomic and Molecular Processes 


Bibliography of Atomic and Molecular Processes for 
July-December 1965, compiled by the the Atomic and 
Molecular Processes Information Center. Oak Ridge Na- 
tional Laboratory, is the fourth of a series.* This annotated 
bibliography contains references of interest to atomic and 
molecular processes research. Bibliographical sources con- 
sisted of seventy-eight scientific journals and five abstract 
journals. The references are classified into fourteen major 
categories with appropriate subcategories. Each entry in 
the respective category is entered alphabetically and in- 
cludes the reactants on the atomic and molecular system 
of interest. The bibliography is available from the Atomic 
and Molecular Processes Information Center. 


NSRDS Publication Summary 


A. Publications Issued in the NSRDS Series: 


1. NSRDS—Plan of Operation, by E. L. Brady and M. B. 
Wallenstein, NSRDS-NBS-1 (15 cents) ° 

2. Thermal Properties of Aqueous Uni-univalent Electrolytes, 
by V. B. Parker, NSRDS-NBS-2 (45 cents) .° 

3. Selected Tables of Atomic Spectra, Atomic Energy Levels 
and Multiplet Tables, Si II, Si III, Si IV, by C. E. Moore, NSRDS- 
NBS-3 (35 cents). 

4. Atomic Transition Probabilities, Volume I, Hydrogen 
Through Neon, by W. L. Wiese, M. W. Smith, and B. M. Glennon, 
NSRDS-NBS-~4 ($2.50) .° 

5. The Band Spectrum of Carbon Monoxide, by P. H. Krupenie, 
NSRDS-NBS-5 (70 cents) .° 

6. Tables of Molecular Vibrational Frequencies, Part 1, by 
T. Shimanouchi, NSRDS-NBS-6 (40 cents) .° 

7. High Temperature Properties and Decomposition of In- 
organic Salts, Part I, Sulfates, by K. H. Stern and E. L. Weise, 
NSRDS-NBS-7 (35 cents) .° 
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8. Thermal Conductivity of Selected Materials, by R. W. Powell, 
C. Y. Ho, and P. E. Liley, Thermophysical Research Center, 
Purdue University, NSRDS-NBS-8 ($1). 

9. Bimolecular Gas Phase Reactions, by G. S. Milne and A. F. 
Trotman-Dickenson, NSRDS-NBS-9.° 

10. Selected Values of Electric Dipole Moments for Molecules in 
the Gas Phase, by R. D. Nelson, Jr., D. R. Lide, Jr., and A. A. 
Maryott, NSRDS-NBS-10 (40 cents) .° 

11. Tables of Molecular Vibrational Frequencies, Part 2, by 
T. Shimanouchi, NSRDS-NBS-11 (30 cents) © 

12. Hydrogenation of Ethylene on Metallic Catalysts, by J. 
Horiuti, NSRDS-NBS-13.° 

13. X-Ray Wavelengths and X-Ray Atomic Energy Levels, by 
J. A. Bearden, NSRDS-NBS-14 (40 cents). 

14. Molten Salts: Electrical Conductance, Density, and Viscosity 
Data, by G. J. Janz, F. W. Dampier, and P. K. Lorenz, NSRDS- 
NBS-15.° 

15. Thermal Conductity of Selected Materials, Part 2, by C. Y. 
Ho, R. W. Powell, and P. E. Liley, NSRDS-NBS-16.° 

16. Tables of Molecular Vibrational Frequencies, Part 3, by 
T. Shimanouchi, NSRDS-NBS-17." 

17. Critical Analysis of the Heat-Capacity Data of the Literature 
and Evaluation of Thermodynamic Properties of Copper, Silver, 
and Gold from 0 to 300 °K, by G. T. Furukawa, W. G. Saba, and 
M. L. Reilly, NSRDS-NBS—18.° 

18. Selected Tables of Atomic Spectra, A. Atomic Energy 
Levels—Second Edition, B. Multiplet Tables, Si I, Data Derived 
From the Analysis of Optical Spectra, by C. E. Moore, NSRDS- 
NBS-3, Section 2.° 

19. Critical Evaluation of Ion Appearance Potentials, Ionization 
Potentials and Ion Heats of Formation, by J. L. Franklin, F. H. 
Field, J. Dillard, H. M. Rosenstock, and F. N. Harllee.® 


20. Tables for the Rigid Asymmetric Rotor: Transformation 
Coefficient From Symmetric to Asymmetric Bases and Expectation 


Values of P*, and P*,, by R. H. Schwendeman and V. W. Laurie.° 


B. Other NBS Compilations of Data: 


1. Selected Values of Chemical Thermodynamic Properties, 
Part 1, Tables for the First Twenty-Three Elements in the Standard 
Order of Arrangement, by D. D. Wagman, W. H. Evans, I. Halow, 
V. B. Parker, S. M. Bailey, and R. H. Schumm, NBS Tech. Note 
270-1 (65 cents) .° 


2. Selected Values of Chemical Thermodynamic Properties, 
Part 2, Tables for the Elements Twenty-Three Through Thirty-Two 
in the Standard Order of Arrangement, by D. D. Wagman, W. H. 
Evans, I. Halow, V. B. Parker, S. M. Bailey, and R. H. Schumm, 
NBS Tech. Note 270-2 (40 cents) .° 

3. Electron Impact Ionization Cross-Section Data for Atoms, 
Atomic Ions, and Diatomic Molecules: I. Experimental Data, by 
L. J. Kieffer and G. H. Dunn, published in Reviews of Modern 
Physics 38, No. 1-35 (January 1966).* Also to be bound with 
related material in the NSRDS series. 

4. Superconductive Materials and Some of Their Properties, by 
B. W. Roberts, NBS Tech. Note 408 (45 cents) .* 

5. Microwave Spectral Tables, Diatomic Molecules, by P. F. 
Wacker, M. Mizushima, J. D. Petersen, and J. R. Ballard, NBS 
Mono. 70, Vol. I ($2) .° 


6. Microwave Spectral Tables, Line Strengths of Asymmetric 
Rotors, by P. F. Wacker and M. R. Pratto, NBS Mono. 70, Vol. II 
($3).° 


7. Microwave Spectral Tables, NBS Mono. 70, Vols. III, IV, 
and V.° 
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8. Thermodynamics and Related Properties of Parahydrogen 
from the Triple Point to 100 °K at Pressures to 340 Atmospheres, by 
H. M. Roder, L. A. Weber, and R. D. Goodwin, NBS Mono. 94 (75 


cents) © 


9. Critical Review of Cross-Sections for Electron Excitation f 
Atoms by Electron Impact, by B. Moiseiwitch (to be published 1 
Reviews of Modern Physics, January 1968). 


10. Electron Impact Ionization Cross-Section Data for Aton ., 
Atomic Ions, and Diatomic Molecules: II. Theory and Comparis: 1 
of Theory and Experiment, by M. Rudge, L. J. Kieffer, and G. | . 
Dunn (to be published in Reviews of Modern Physics, January 
1968). 


11. Compendium of ab-initio Calculations of Molecular Energies 
and Properties, by M. Krauss.° 


C. Nondata Publications from NSRDS Related Projects: 


1. Bibliography on Atomic Transition Probabilities, by B. M. 
Glennon and W. L. Wiese, NBS Misc. Publ. 278 (55 cents) :' 


2. Bibliography of Low Energy Electron Collision Cross-Section 
Data, by L. J. Kieffer, NBS Misc. Publ. 289 (50 cents).° 


3. Bibliography of Atomic and Molecular Processes for 1963, 
by C. F. Barnett, J. A. Ray, J. C. Thompson, and E. W. McDaniel, 
ORNL-AMPIC-1 (July 1965) .° 


4. Bibliography of Atomic and Molecular Processes for 1964, 
by C. F. Barnett, D. A. Griffin, M. O. Krause, J. A. Ray, J. W. 
Hooper, D. W. Martin, E. W. McDaniel, and E. N. Thomas, ORNL- 
AMPIC-3 (Mar. 1966) .* 


5. Directory of International Workers in the Field of Atomic 
and Molecular Collisions, September 1965, ORNL-AMPIC-2 
(Oct. 1965) * 


6. Automated Computer Tape Program for Estimation of Physical 
Properties of Materials for which no Measurements Exist (avail- 
able from the American Institute of Chemical Engineers, 345 East 
47th Street, New York, N.Y.). 


7. Photonuclear Data Index, prepared by Photonuclear Data 
Group, NBS Radiation Physics Division, NBS Misc. Publ. 277 (55 
cents) .° 


8. Status Report—National Standard Reference Data System, 
April 1966, NBS Tech. Note 289 (50 cents) .° 


9. Information Handling in the National Standard Reference 
Data System, by F. L. Alt, NBS Tech. Note 290 (25 cents) 2 


10. Bibliography of Flame Spectroscopy, Analytical Applications, 
1800 to 1966, by R. Mavrodineanu, NBS Misc. Publ. 281 ($2).° 


11. A Bibliography on Ion-Molecule Reactions, January 1900 to 
March 1966, by F. N. Harllee, H. M. Rosenstock, and J. T. Herron. 
NBS Tech. Note 291 (30 cents) .° 


12. Coblentz Society Specifications for Evaluation of Infrared 
Reference Spectra, by Board of Managers, Coblentz Society, 
Analytical Chemistry 38, No. 9 (Aug. 1966) (available from the 
Office of Standard Reference Data or Coblentz Society). 


13. Bibliography of Atomic and Molecular Processes for July- 
December 1965, compiled by Atomic and Molecular Processes 
Information Center, ORNL-AMPIC-6 (Sept. 1967) .° 


1 Text 90, by J. C. Sekora, International Business Machines Corp., Dept 
D78, Poughkeepsie, N.Y. (June 10, 1965). 

> FORMAT, a text processing pregram, by G. M. Berns, IBM Washington 
Scientific Center, 11141 Georgia Ave., Wheaton, Md. 20902 (July 1967). 

* Computer-assisted text preparation, by J. Hilsenrath and K. Waibe! 
Technical Report TR-67-47, Computer Science Center, University of Mary- 
land, College Park, Md. 20742 (July 1967). 

‘ Edpac: Utility programs for computer-assisted editing, copy-production 
and data retrieval, by C. G. Messina and J. Hilsenrath, to be published 

5 Available from the Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402, for the price indicated. 

“ These publications are in press and should be available early 1968. 

7 Available from the Office of Standard Reference Data, National Bureau 
of Standards, Washington, D.C. 20234. 

* Available from Atomic and Molecular Processes Information Center, 
Oak Ridge National Laboratory, P. 0. Box Y, Oak Ridge, Tenn. 37831. 
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F UBLICATIONS of the National Bureau of Standards* 


PERIODICALS 


Te hnical News Bulletin, Volume 51, No. 11, November 1967. 15 
nts. Annual subscription: $1.50. 75 cents additional for foreign 
ailing. Available on a 1-, 2-, or 3-year subscription basis. 

Journal of Research of the National Bureau of Standards 
ection A. Physics and Chemistry. Issued six times a year. An- 
nual subscription: Domestic, $5: foreign, $6. Single copy, $1. 

section B. Mathematics and Mathematical Physics. Issued quar- 
terly. Annual subscription: Domestic, $2.25: foreign, $2.75. 
Single copy, 75 cents. 

Section C. Engineering and Instrumentation. Issued quarterly. 
Annual subscription: Domestic, $2.75: foreign, $3.50. Single 
copy, 75 cents. 


OTHER NBS PUBLICATIONS 


Analytical mass spectrometry section: Summary of activities July 
1966 to June 1967, Ed. W. R. Shields, Tech. Note 426 (Sept. 15, 
1967), 40 cents. 


Comparison of incompressible flow and isothermal compressible 
flow formulae, J. Hord, Tech. Note 356 (Aug. 17, 1967), 25 cents. 

Correlations for predicting leakage through closed valves, J. Hord, 
Tech. Note 355 (Aug. 1, 1967), 20 cents. 

Designs for surveillance of the volt maintained by a small group of 
saturated standard cells, W. G. Eicke and J. M. Cameron, Tech. 
Note 430 (Oct. 9, 1967), 20 cents. 

Realistic uncertainties and the mass measurement process. An illus- 
trated review, P. E. Pontius and J. M. Cameron, Mono. 103 
(Aug. 15, 1967), 20 cents. 

Selected values of electric dipole moments for molecules in the gas 
phase, R. D. Nelson, Jr., D. R. Lide, Jr., and A. A. Maryott, 
NSRDS-NBS-10 (Sept. 1, 1967), 40 cents. (Supersedes the data 
on dipole moments included in NBS Cire. 537.) 

Standard Reference Materials: Catalog and price list of standard 
materials issued by the National Bureau of Standards, Misc. 
Publ. 260, 1967 Edition (Sept. 15, 1967), 45 cents. (Supersedes 
NBS Misc. Publ. 260, 1965 Edition.) 

Standard x-ray diffraction powder patterns, H. E. Swanson, H. F. 
McMurdie, M. C. Morris, and E. H. Evans, Mono. 25, Sect. 5 
(Aug. 31, 1967), 55 cents. 

X-ray wavelength conversion tables and graphs for qualitative elec- 
tron probe microanalysis, K. F. J. Heinrich and M. A. M. Giles, 
Tech. Note 406 (Sept. 25, 1967), 70 cents. 


PUBLICATIONS IN OTHER JOURNALS 


This column lists all publications by the NBS staff, as soon after 
issuance as practical. For completeness, earlier references not 
previously reported may be included from time to time. 


CHEMISTRY 


\ method of producing sturdy specimens of pressed powders for 
use in x-ray spectrochemical analysis, B. L. Bean, Appl. Spectry. 
20, No. 3, 191-193 (May-June 1966). 

\romatic fluorocarbon polymers, W. J. Pummer and J. M. Anto- 
nucci (Proc. 152d American Chemical Society Meeting, New 
York, N.Y., Sept. 13, 1966), Polymer Preprint 7, No. 2, 1071 
1076 (Sept. 1966). 

Calculation of currents of local galvanic cells, J. A. Simmons, S. R. 
Coriell, and F. Ogburn, J. Electrochem. Soc. 114, No. 8, 7 
787 (Aug. 1967). 

Conformation of polystyrene adsorbed on liquid mercury, R. R. 
Stromberg and L. E. Smith, J. Phys. Chem. 71, No. 8, 2470 
2474 (July 1967). 

Crystallization of natural rubber, N. Bekkedahl, 
lechnol. 40, No. 3, xxv—xlvii (June 1967). 


Rubber Chem. 


December 1967 


Determination of bound styrene in insoluble emulsion polymerised 
styrene-butadiene copolymers, M. A. Post, J. Appl. Chem. 17, 
203-208 (July 1967). 

Effects of impurities on the production of oxygen atoms by a 
microwave discharge, R. L. Brown, J. Phys. Chem. 71, No. 8, 
2492-2495 (1967). 

Electrical conductivity of high purity copper, J. J. Gniewek, J. C. 
Moulder, and R. H. Kropschot, Proc. LT-10 Conf., Moscow, 
U.S.S.R., Aug. 31-Sept. 9, 1966. 

Epitaxial growth of iron on tungsten field emission points, A. J. 
Melmed, Surface Sci. 7, No. 3, 478-481 (July 1967). 

Growth of large sodium chloride crystals from solution for color 
center studies, P. M. Gruzensky, J. Chem. Phys. 43, No. 11, 3807 
(Dec. 1965). 

Helium field-ion microscopy of hexagonal close-packed metals, A. J. 
Melmed (Proc. Symp. Structure of Surfaces, Durham, N.C., 
Nov. 1966), Surface Sci. 8, No. 1/2, 191-205 (July—Aug. 1967). 

High pressure adsorption isotherms of neon, hydrogen, and helium 
at 76° K, A. J. Kidnay and M. J. Hiza (Proc. 1966 Cryogenic 
Engineering Conf., Boulder, Colo., June 13-15, 1966), Book, 
Advances in Cryogenic Engineering 12, 730-740 (Plenum Press 
Inc., New York, N.Y., 1967). 

History of the national standard of electromotive force, W. J. 
Hamer (Proc. 22d ISA Conf. and Exhibit, Chicago, Ill., Sept. 
11-14. 1967), ISA Preprint No. M2-1-MESTIND-67, pp. 1-10 
(1967). 

Indentation hardness of the fingernail, S. B. Newman and R. W. 
Young, J. Invest. Dermatol. 49, No. 1, 103-105 (Mar. 1967). 

Insertion of methylene into alkanes, M. L. Halberstadt and J. R. 
McNesby, J. Am. Chem. Soc. 89, No: 14, 3417-3420 (1967). 

Liquid-vapor equilibrium in the system helium-methane, C. K. Heck 
and M. J. Hiza, A.I.Ch.E. J. 13, No. 3, 593-599 (May 1967). 

Polymerization of fluoroolefins and related monomers, L. A. Wall 
(Proc. 152d American Chemical Society Meeting, New York, 
N.Y., Sept. 13, 1966), Polymer Preprint 7, No. 2, 1112-1115 
(Sept. 1966). 

The system Y:0;-V:0;, E. M. Levin, J. Am. Ceram. Soc. 50, No. 7, 
381-382 (July 1967). 

The thermal decomposition of poly-3,3,3,-tri-fluoropropene made at 
high pressure, S. Straus and D. W. Brown (Proc. 152d American 
Chemical Society Meeting, New York, N.Y., Sept. 13, 1966), 
Polymer Preprint 7, No. 2, 1128-1132 (Sept. 1966). 

The unperturbed dimension temperature coefficients of some 
fluorine-containing polymers, H. Yu (Proc. 152d American Chem- 
ical Society Meeting, New York, N.Y., Sept. 13, 1966), Polymer 
Preprint 7, No. 2, 1143-1145 (Sept. 1966). 

ENGINEERING & INSTRUMENTATION 

A computer simulation model of railroad freight transportation 
systems, W. P. Allman, Intern. Railway Cong. Assoc. Mo. Bull. 
Cybernetics and Electronics 4, No. 2, 45-57 (Feb. 1967). 

A precision noise power comparator, M. G. Arthur, C. M. Allred, 
and M. K. Cannon, IEEE Trans. Instr. Meas. IM—4, 301-305 
(Dec. 1964). 

Electronic computer applications in urban transportation planning, 
R. E. Schofer and F. F. Goodyear (Proc. 22d Natl. Conf. Associa- 
tion for Computing Machinery, Washington, D.C., Aug. 29-31, 
1967), ACM Publ. P-67, pp. 247-253 (Thompson Book Co., 
Washington, D.C., July 1967). 

Microprinting fills the bill, B. M. Fry, Busin. Graphics, pp. 21-25 
(Jan. 1967). 

Microwave standards and measurements in the USA, R. W. Beatty 
(Proc. XV General Assembly of URSI, Munich, Germany, Sept. 
5-15, 1966), Book, Progress in Radio Science 1963-1966, Part 1, 
pp. 194-260 (International Scientific Radio Union, Munich, 
Germany, 1966). 
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PUBLICATIONS 


continued 


Proposed recommended practice for description and selection of 
conditions for photographing specimens, C. S. McCamy, Photo. 
Sci. Eng. 10, No. 4, 185-191 (July-Aug. 1966). 

Protection circuit insulated for high voltage, E. Niesen, Rev. Sci. 
Instr. 38, No. 5, 689 (May 1967). 

Remarks for XV URSI General Assembly session on progress at 
f=1 GHz, M. C. Selby (Proc. XV General Assembly of URSI, 
Munich, Germany, Sept. 5-15, 1966), Book, Progress in Radio 
Science 1963-1966, Part 1, pp. 157-162 (International Scientific 
Radio Union, Munich, Germany, 1966). 

Scanning the issue, R. W. Beatty and B. O. Weinschel, Proc. IEEE 
55, No. 6, 737-740 (June 1967). 

Size and power requirements of 4.2° K refrigerators, T. R. Stro- 
bridge and D. B. Chelton (Proc. 1966 Cryogenic Engineering 
Conf., Boulder, Colo., June 13-15, 1966), Book, Advances in 
Cryogenic Engineering 12, 576-584 (Plenum Press Inc., New 
York, N.Y., 1967). 

Slush hydrogen characteristics, D. B. Mann, C. F. Sindt, P. R. 
Ludtke, and D. B. Chelton, Proc. Conf. Long-Term Cryo-Pro- 
pellant Storage in Space, National Aeronautics and Space Ad- 
ministration, Huntsville, Ala., Oct. 12-13, 1966. 

The role of NBS in motor vehicle safety research, P. J. Brown, 
Proc. Regional Meeting Society Automotive Engineers, Gaithers- 
burg, Md., Apr. 18, 1967, SAE 670204, p. 3 (June 1967). 


MATHEMATICS 


A modified Monte-Carlo quadrature. II, S. Haber, Math. Comp. 
21, No. 99, 388-397 (July 1967). 

Aggregation in matrix models of resource flows. II. Boolean relation 
matrix methods, D. R. Rosenblatt, Am. Stat. 21, No. 3, 32-37 
(June 1967). 

Current distribution and impedance of lossless conductor systems, 

; Brooke and J. E. Cruz, IEEE Trans. Microwave Theory 
Tech. MTT-15, No. 6, 358-364 (June 1967). 

Note on partitions modulo 5, M. Newman, Math. Comp. 21, No. 99, 
481-482 (July 1967). 

Proof of a permanental inequality, R. A. Brualdi and M. Newman, 
Quart. J. Math. 17, No. 67, 234-238 (Sept. 1966). 

Scheduling a vehicle between an origin and a destination to maxi- 
mize traveler satisfaction, D. Young (Proc. 22d Natl. Conf. As- 
sociation for Computing Machinery, Washington, D.C., Aug. 29- 
31, 1967), ACM Publ. P-67, pp. 233-245 (Thompson Book Co., 
Washington, D.C., July 1967). 

The spheroidal method in satellite astronomy, J. P. Vinti, Book, 
Space Math. 5, Part 1, 119-129 (American Mathematical Society, 
Providence, R.I., 1966). 


METROLOGY 


A systems concept of electromagnetic measurements in the U.S.A., 
G. E. Schafer, Proc. IEEE 55, No. 6, 775-778 (June 1967). 

Linear measurements, T. R. Young, Book, Handbook of Industrial 
Metrology, Chapt. 3, pp. 55-81 (Prentice-Hall, Inc., Englewood 
Cliffs, N.J., 1967). 

Liquid hydrogen engineering instrumentation, T. M. Flynn (Proc. 
Intern. Inst. Refrigeration, June 9-11, 1965), Book, Liquid Hy- 
drogen, pp. 295-338 (Paris, France, 1965). 

Progress in the distribution of standard time and frequency, 1963 
through 1965, J. M. Richardson (Proc. XV General Assembly of 
URSI, Munich, Germany, Sept. 5-15, 1966), Book, Progress in 
Radio Science 1963-1966, Part 1, pp. 40-62 (International Scien- 
tific Radio Union, Munich, Germany, 1966). 

Progress in the U.S. on electromagnetic standards and measure- 
ments at 30 kHz to 1 GHz, 1963 through 1965, M. C. Selby, 
IEEE Trans. Instr. Meas. IM—16, No. 2, 172-178 (June 1967). 

The conference on precision electromagnetic measurements, H. M. 
Altschuler, Proc. IEEE 55, No. 6, 782 (June 1967). 

The nature of measurement, A. G. McNish, Book, Handbook of 
Industrial Metrology, Chapt. 1, pp. 2-12 (Prentice-Hall, Inc.. 
Englewood Cliffs, N.J., 1967). 
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The role of the NBS Radio Standards Laboratory, H.M. Altschulei, 
Proc. IEEE 55, No. 6, 778-781 (June 1967). 


U.S.A. National Committee Report, Fifteenth URSI General A-. 
sembly, Munich, September 1966: Commission I, Radio Measur -- 
ment Methods and Standards, Progress in Radio Measureme 
Methods and Standards, J. M. Richardson, Editor, Radio Sci. 
No. 11, 1333-1342 (Nov. 1966). 


PHYSICS 


Cyclotron harmonic emission from the abnormal negative glo 
plasma, K._B. Persson, D. A. Uhlenbrock, and E. G. Johnson, Bul 
Am. Phys. Soc. 12, Series II, No. 5, 756 (May 1967). 


Dissociative ionization of Hz and D2, L. J. Kieffer and G. H. Dunn 
Phys. Rev. 158, No. 1, 61-65 (June 1967). 


F’*’ relaxation in AFM KMnfF;, P. T. Parrish, A. C. Daniel, and 
R. J. Mahler, Bull. Am. Phys. Soc. 12, Series II, No. 3, 284 
(Mar. 1967). 


Internal friction in rutile containing Ni or Cr, J. B. Wachtman, Jr., 
S. Spinner, W. S. Brower, T. Fridinger, and R. W. Dickson, Phys. 
Rev. 148, No. 2, 811-816 (Aug. 1966). 


Interpretation of de Grinberg’s experiments on lateral surface 
fringes in sodium chloride, H. P. Utech, Phys. Stat. Solidi 20, 
K41-K43 (1967). 


Interpretation of ferromagnetic resonance measurement made in 
a nonresonant system, A. S. Risley and H. E. Bussey, IEEE 
Trans. Instr. Meas. IM—15, No. 4, 393-396 (Dec. 1966). 


Interpretation of the far infrared laser oscillation in ammonia, D. R. 


Lide, Jr., Phys. Letters 24A, No. 11, 599-600 (May 1967). 


Irradiation-induced color centers in magnesium fluoride, R. F. Blunt 


and M. I. Cohen, Phys. Rev. 153, No. 3, 1031-1038 (Jan. 1967). 


Is proton channeling a diffraction process?, H. A. Fowler and 
C. Erginsoy, Phys. Letters 24A, No. 7, 390-391 (Mar. 27, 1967). 


Kinetics of solute-enhanced diffusion in dilute face-centered-cubic 
alloys, R. E. Howard and J. R. Manning, Phys. Rev. 154, No. 3, 
561-568 (Feb. 1967). 

Laser measurements of long distances, P. L. Bender, Proc. IEEE 55, 
No. 6, 1039-1045 (June 1967). 


Lineshapes due to anistropic interactions in magnetic resonance 
experiments, R. A. Forman and A. H. Kahn, J. Chem. Phys. 45, 
No. 12, 4586-4588 (Dec. 1966). 


Low-temperature heat capacity of NdCls and PrCls, J. H. Colwell 
and B. W. Mangum, J. Appl. Phys. 38, No. 3, 1468-1469 (Mar. 1, 
1967). 

Low-temperature (295 to 4 K) mechanical properties of selected 
copper alloys, R. P. Reed and R. P. Mikesell, J. Mater. 2, 370-392 
(June 1967). 


Mean lives of atomic levels excited by electron impulse, J. Z. Klose, 
Proc. Intern. Conf. Electronic Excitation of an Atomic Vapor— 
Application to Spectroscopy, Grenoble, France, May 23-26, 1966, 
pp. 191-192 (Centre Natl. de la Recherche Scientifique, Paris, 
France, 1967). 


Measurement of thermal neutron flux, R. S. Carter, C. O. Muehl- 
hause, and V. W. Meyers, IEEE Trans. Nucl. Sci. NS—14, No. 1, 
414-415 (Feb. 1967). 


Metrology, essential of space age, A. G. McNish, George Washing- 
ton Univ. Mag. 1, No. 4, 10-14 (1965). 


Microwave line shape and the inversion spectrum of ND; and NDs- 
argon mixtures, A. A. Maryott and S. J. Kryder, J. Chem. Phys. 
46, No. 7, 2856-2857 (Apr. 1967). 


Modulus of rupture of glass below room temperature, M. J. Kerper 
and T. G. Scuderi, Am. Ceram. Soc. Bull. 45, No. 9, 782-783 
(Sept. 1966). 


Molecular thermodynamics of simple liquids, mixtures, C. A. 
Eckert, H. Renon, and J. M. Prausnitz, I&EC Fundamentals 6, 
No. 1, 58-67 (Feb. 1967). 


Molecular thermodynamics of simple liquids, pure components, H. 
Renon, C. A. Eckert, and J. M. Prausnitz, IXEC Fundamentals 
6, No. 1, 52-58 (Feb. 1967). 


Molecules in the sun, C. E. Moore-Sitterly, Proc. Symp. “Sun 
Spots” Honoring Galileo, Florence, Italy, Sept. 9-12, 1964, Ed. G. 
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ighini, pp. 181-185 (G. Barbera, Editor, Florence, Italy, 1966). 

M tichannel photo-ionization of atomic systems, R. J. W. Henry 
id L. Lipsky, Phys. Rev. 153, No. 1, 51-56 (Jan. 1967). 

M tichannel resonances in the inelastic scattering of electrons by 
lium, G. E. Chamberlain, Phys. Rev. 155, No. 1, 46-51 
iar. 5, 1967). 

Ne sly measured and calculated wavelengths in the vacuum-ultra- 
olet spectrum of neutral nitrogen, V. Kaufman and J. F. Ward, 
ppl. Opt. 6, No. 1, 43-46 (Jan. 1967). 

No»-linear diffusion with recombination in electron beam excited 

lasma, E. R. Mosburg, Jr., and M. S. Lojko, Phys. Fluid Res. 

otes 9, No. 4, 824-826 (Apr. 1966). 


Nuclear magnetic resonance of nitrogen-14 in potassium azide, 
k. A. Forman, J. Chem. Phys. 45, No. 4, 1118-1123 (Aug. 1966). 
Nuclear magnetic resonance of *Li and 'H in solid lithium imide, 
lithium amide, and lithium nitride, P. J. Haigh, R. A. Forman, 
and R. C. Frisch, J. Chem. Phys. 45, No. 3, 812-816 (1966). 
Nuclear-resonance spin-echo study of “Ni hyperfine fields in ferro- 
magnetic Ni-Al, Ni-V, and Ni-Cr systems, R. L. Streever and 
G. A. Uriano, Phys. Rev. 149, No. 1, 295-301 (Sept. 9, 1966). 
On the diffraction profiles of spectrograph slits of finite width, 
K. D. Mielenz, Optik 25, No. 3, 138-139 (May 17, 1967). 
Optical properties of germanium in the far ultraviolet, L. Marton 
and J. Toots, Phys. Rev. 160, No. 3, 602-606 (Aug. 1967). 
Optical properties of SrTiO; under applied stress and electric field, 
R. C. Casella, Phys. Rev. 154, No. 3, 743-749 (Feb. 1967). 
Oscillatory photoconductivity and luminescence in SrTiOs, L. H. 
Grabner, Proc. Cairo Solid State Conf., Cairo, Egypt, Sept. 3-8, 
1966, Book, Interaction of Radiation with Solids, Ed. A. Bishay, 
pp. 155-160 (Plenum Press, Inc., New York, IN.Y., 1967). 


Photographic and spectroscopic studies of exploding wires in a 
sealed vessel, E. C. Cassidy and K. K. Neumann (Proc. 7th 
Intern. Cong. High-Speed Photography, Zurich, Switzerland, Sept. 
12-18, 1965), Book, Kurzzeitphotographie, Ed. O. Helwich, pp. 
178-185 (Verlag, Dr. Othmar Helwich, Darmstadt, West Ger- 
many, 1967). 


Piezo-optical effects in solids by sample rotation, A. Feldman, Phys. 
Letters 23, No. 11, 627-628 (Dec. 1966). 
Positive and negative self-surface ionization of tungsten and 


rhenium, M. D. Scheer and J. Fine, J. Chem. Phys. 46, No. 10, 
3998-4003 (May 1967). 


Properties of liquid hydrogen, R. J. Corruccini (Proc. Intern. Inst. 
Refrigeration, June 9-11, 1965), Book, Liquid Hydrogen, pp. 
65-106 (Paris, France, 1965). 

Radioactivity criteria for radiation processing of foods, H. W. Koch 
and E. H. Eisenhower, Book, Radiation Preservation of Foods, 
Advances in Chemistry Series 65, Chapt. 7, pp. 87-108 (Ameri- 
can Chemical Society, Washington, D.C., 1967). 


Rare-gas collision broadening in the lowest *P; level of Cd, R. L. 
Barger, Phys. Rev. 154, No. 1, 94-97 (Feb. 5, 1967). 


Reactor physics in the resonance and thermal regions, D. T. Gold- 


man, J. Franklin Inst. 283, No. 5, 437-438 (May 1967). 


Recombination of He* and He** in the afterglow of a helium dis- 
charge, E. R. Mosburg, Jr., Phys. Rev. 152, No. 1, 166-176 
(Dec. 2, 1966). 


Reflective scattering from substrates and evaporated films in the 
far ultraviolet, R. G. Johnston, L. R. Canfield, and R. P. Madden, 
Appl. Opt. 6, 719 (Apr. 1967). 

Reply by A. G. McNish, Phys. Today 19, No. 4, 15-16 (Apr. 
1966) . 

Reply to “Comments on Reed letter, by H. M. Otte,” R. P. Reed, 
Acta. Met. 15, No. 6, 1082-1083 (June 1967). 

Report on international conference on spectroscopy, C. E. Moore 
(Intern. Conf. Spectroscopy, Bombay, India, Jan. 9-18, 1967), 
Appl. Opt. 6, No. 5, 836 (May 1967). 


Resonances in the photo-ionization continuum of Ne I (20-150 eV), 
K. Codling, R. P. Madden, and D. L. Ederer, Phys. Rev. 155, 
No. 1, 26-37 (Mar. 5, 1967). 


Scattering of cold neutrons in ammonium carbonate, ammonium 


December 1967 


citrate, and ammonium acetate, V. Myers, J. Chem. Phys. 46, 
No. 10, 4034-4035 (May 1967). 

Second breakdown and crystallographic defects in transistors, 
H. A. Schafft, G. H. Schwuttke, and R. L. Ruggles, Jr., IEEE 
Trans. Electron Devices ED-13, No. 11, 738-742 (Nov. 1966). 

Simultaneous diffraction with the three-circle diffractometer, M. 
Zocchi and A. Santoro, Acta Cryst. 22, Pt. 3, 331-334 (Mar. 
1967). 

Some aspects of the photodisintegration of light nuclei, E. Hay- 
ward, Proc. Intern. School of Physics “Enrico Fermi,” Course 
XXXVI, Ed. C. Bloch, July-Aug. 1965, Monastero, Italy, pp. 
559-565 (Academic Press Inc., London, England, 1966). 

Some experiments with Zeeman shifted levels, K. G. Kessler (Proc. 
Zeeman Centennial Conf., Amsterdam, The Netherlands, Sept. 
9-11, 1965), Physica 33, 29-46 (1967). 

Some relations for straight dislocation, R. deWit, Phys. Stat. Sol. 
20, 567-573 (1967). 

Specific heat of natural rubber and other elastomers above the 
glass transition temperature, L. A. Wood and N. Bekkedahl, J. 
Polymer Sci. Letters 5, 169-175 (1967). 

Surface self-diffusion of nickel and platinum, A. J. Melmed, J. 
Appl. Phys. 38, No. 4, 1885-1892 (Mar. 1967). 


The aurora, A. G. McNish, Proc. NATO Advanced Study Institute, 
Bad Homburg, Germany, July 22-Aug. 2, 1963, Ed. D. S. Bleil, 
pp. 77-93 (Plenum Press Inc., New York, N.Y., 1964). 

U.S. Department of Commerce and the flammability of clothing 
fabric, A. F. Robertson, Bull. N.Y. Acad. Med. Second Series 43, 
No. 8, 706-710 (Aug. 1967). 


RADIO SCIENCE 


Brief report of the XV URSI General Assembly, Commission I, on 
the status of international intercomparisons of high frequency 
and microwave electrical quantities, M. C. Selby (Proc. XV Gen- 
eral Assembly of URSI, Munich, Germany, Sept. 5-15, 1966), 
Book, Progress in Radio Science 1963-1966, Part 1, pp. 113-116 
(International Scientific Radio Union, Munich, Germany, Sept. 
1966) . 


Perturbation theorems for waveguide junctions, with applications, 
D. M. Kerns and W. T. Grandy, Jr., IEEE Trans. Microwave 
Theory Tech. MTT—14, No. 2, 85-92 (Feb. 1966). 


Progress in measurement of electromagnetic properties of material, 
1963 to mid-1966, H. E. Bussey (Proc. XV General Assembly of 
URSI, Munich, Germany, Sept. 5-15, 1966), Book, Progress in 
Radio Science 1963-1966, Part 1, pp. 265-289 (International 
Scientific Radio Union, Munich, Germany, 1966). 


*Publications for which a price is indicated are available by 
purchase from the Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402 (foreign postage, one- 
fourth additional). The NBS nonperiodical series are also available 
from the Clearinghouse for Federal Scientific and Technical In- 
formation, Springfield, Va. 22151. Reprints from outside journals 
and the NBS Journal of Research may often be obtained directly 
from the authors. 


CLEARINGHOUSE BIBLIOGRAPHIC JOURNALS** 


U.S. Government Research & Development Reports. Semimonthly 
journal of abstracts of R&D reports on U.S. Government-sponsored 
projects and list of current projects. Annual subscription (24 
issues) : Domestic, $30; foreign, $37.50. Single copy, $3. 


Government-Wide Index to Federal Research & Development 
Reports. Companion publication to preceding; semimonthly index 
to reports and projects announced in Nuclear Science Abstracts, 
Scientific & Technical Aerospace Reports, Technical Abstract 
Bulletin, and U.S. Government Research & Development Reports. 
Annual subscription (24 issues): Domestic, $22; foreign, $27.50. 
Single copy, $3. 


**These journals are sold by the Clearinghouse for Federal 
Scientific and Technical Information, NBS, U.S. Department of 
Commerce, Springfield, Virginia 22151. 


279 








Index to the Pechnical 


CWS 


ulletin 


A 

AAAS session held at NBS (Mar.) 

Acceleration due to gravity measured at NBS (Mar.) 

Accelerator conference held, Second particle (June) 

Accelerator goes into operation, NBS linear (Jan.) 

Accuracy for microwave bolometric devices, Improved calibration (Aug. ) 

Accuracy of AC voltage measurements increased (July) 

Accurate prediction of lens resolving power (Oct.) 

Achieving compatibility in information exchange (Aug. ) 

Acidimetric standard (June) 

ACM symposium, NBS host to (Aug.) 

Activities, Overseas standardization (Nov.) 

Ad hoc cryogenic committee formed (May) 

ADP management, The GSA role in Federal (Aug. ) 

ADP standards, Development of Federal (Aug.) 

ADP support, Technical Information Exchange provide 8 (Aug. ) 

Advisory committee on thermometry meets at NBS (Nov. 

Advisory Panel on Atomic and Molecular Properties (Oct) 

Aerospace applications, Oxygen data obtained for (Dec.) 

Alloy Data Center (Sept.).. . 

Alloy, Stress-corrosion cracking of a titanium (Sept.) 

Alloy structure studies lead to new superconductor (Feb.) 

Aluminum films, Improved process gives high-quality thin (Dec.) 

American Ordnance Association meets at Gaithersburg (July). 

Apparatus measures thermal expansion at high temperature (Nov.) 

Applied Optics features NBS (Jan.). 

ARPA-Office of Standard Reference Data program, Joint (May) 

ASM cosponsor metals science field day, NBS and (Apr.) 

ASM regional meeting, NBS hosts AWS and (Mar.) 

Astin and Jensen receive unique plaques (Oct.) 

ASTM Metric Practice Guide (May) 

ASTM special committee on numerical reference data eo ) 

Atomic and molecular processes, Bibliogr iphy of (Dee. 

Atomic and Molecular Processes Information Center, ‘Two public ations from 
the (Oct. ) 

Atomic and molecular properties, Advisory panel on (Oct.) 

Atomic Energy Levels, Data and Information Center on (May) 

Atomic spectroscopy symposium held at NBS (Dec.) 

Atomic Transition Probabilities, Data Center on (Oct.) 

Attenuation, Booklet on microwave (Sept.) ; 

Attenuation calibration service in WR430 waveguide (1.70-2.60 GHz) 
(Oct.) 

Attenuators calibrated by modulated subcarrier technique, Variable-type 
rotary-vane microwave (May) 

Automatic typesetting (Sept.) 

Automotive engineers, NBS hosts (July) 

Automotive safety research expanded at NBS (Nov.) 

Awards presented, Stratton and Rosa (Apr.) 

AWS and ASM regional meeting, NBS hosts (Mar.) 


B 

Beryllium-copper (Mar.) 

Bibliography of atomic and molecular processes (Dec.) 

Bolometer units, Effective efficiency of coaxial (Mar.) 

Bolometric devices, Improved calibration accuracy for microwave (Aug. ) 

Bolometer units fitted with 14-mm precision connectors, Calibration service 
now available for coaxial (July) 

Bolovac, The (Dec.) 

Bond distances determined by NMR, Molecular (Jan.) 

Bonding gives stronger dentures, Chemical (Apr.) 

Booklet on microwave attenuation (Sept.) 

Boulder scientists find nuclear hexadecapole transitions (Sept.) 

Brigham Young University, High Pressure Data Center at (May) 

Building components and systems, Committees plan precoordination of 
(Sept. ) 

Building systems section formed (July) 














C 


‘alcite crystals, Technique devised to grow (Sept.) 

calibration ace for microwave bolometric devices, Improved (Aug. ) 

ration film, Navy produces (June) 

ration made faster, Step-gage (Nov.) 

‘alibration of Grenz rays (Nov.) 

‘alibration of optical templates improved (Nov.) 

~alibration of photodetector response, Rapid (July) 

2alibration of radioactive samples (Apr.) 

‘alibration service announced for microwave power in WR 42 waveguide 
(18.0 to 26.5 GHz) (Sept.) 

Calibration service in WR 430 waveguide (1.70-2.60 GHz), Attenuation 
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ion service now available for coaxial bolometer units fitted with 
-mm precision connectors (July) 
Calibration service, Pulse voltage (Mar. ) 
Calibration, Standards and (see Standards and Calibration) 
Calibration vibrators extended, Frequency range of (May) 
Calibrations extended in frequency range, Peak-pulse power (Sept.) 
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Calorimetry standard, Solution (June). ..... 109 
Camera developed, Inexpensive highs er x-ray (Sept. ) eA8 202 
Carbohydrates issued (Nov.). 2-4 
Carbohydrates, Radioactive (Nov. N 24 
Carbon dioxide in nitrogen (Aug.)... 5 a; 13( 
Carbon only, Steel standards certified for aes. ; 76 
Cast iron standards (June) : vhs 109 
Center advises Federal agencies (Aug. ye 152 
Center, Alloy Data (Sept.) 5 200 
Center at Brigham Young Univ ersity, High ‘Pressure Data (May) 10 
Center, Cryogenic Data (Feb.). ; 35 
Center for Computer Sciences and Technology, Future of the (Aug.) 164 
Center, Low Temperature Specific Heats Data (Sept.) ; 209 
Cootiter, Wow inte (UGG) ic esos kin cide scan pes 55 
Center on Atomic Energy Le vels, Data and Information (May) : 99 
Center on High Temperature Behavior of Inorganic Salts, ac ation (Feb.). 36 
Center operators, Discussion forum, data and information (Apr.) 80 
Center provides computer services (Aug.).. . > oe ee 
Center, Supercenductive Materials Dat (May). 10] 
Center, Thermophysical Properties Research (( Yet. i 231 
Center, Two publications from the Atomic and Molecular Processes Informa- 
tion (Oct.). . Hortae & ; 5 233 
Centers associated with the National Bureau of Standards’ Office of 
Standard Reference Data, Information and data (Aug.)... 177 
Centers, Criteria for identifying data and information (Jan.) . 17 
Centers, Directory of USAEC specialized information and data (Jan.) 17 
Ceramic materials and their properties, Symposium on (Mar.) 45 
Ceramics for measuring low temperature, Pyroelectric (Sept.) 193 
Cerium-139 gamma-ray point sources (Nov.). . 244 
Certified purity, Materials of (Apr. ) 16 
Change in RSL fees (Sept.).... 203 
Characterization. Trace (Sept.) £8 204 
Characterization symposium held at NBS, Trace (Feb.) 29 
Chemical bonding gives stronger dentures (Apr.). . 65 
Chemical Thermodynamics Data Group (Apr.). 78 
Clamp for low-te mperature experiments (Mar.) A? 


Classification and indexing at the Office of Standard Reference Data (July) 141 
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What is available from the Clearinghouse (Nov.) 
Widening the exchange of technical information (Nov.) 
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“CN laser,”’ Theory explains ( Oct.). aE 
Coaxial bolometer units, E flee tive effici iency ‘of (Mar.) 18 
Coaxial reflectometer, Reflection coefficient magnitude measurements im- 
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CODATA (Sept.) 208 
CODATA, ICSU organizes (Jan.) 16 
CODATA task group on computer use (July) ‘ 143 
CODEN (Apr.) ' 80 
Code system for scientific documents, Toward a general-purpose (Apr.) 78 
Color induction, Quantitative evaluation of (Oct.) 215 
Colors of signal lights (Sept.) 204 
Committee on Data Storage and Retrieval, Engineers Joint Council (Apr.).. 80 
Committee on thermometry meets at NBS, Advisory (Nov.) 251 
Committees plan precoordination of building components and systems (Sept.). 195 
Comparator for inductive voltage dividers (June) ierats ia 
Comparator, Peak A-C, D-C voltage (Jan.). 5 
Computational equipment from general- -purpose modules, Spee ialized (Aug.). 175 
Computer-aided typesetting, NBS sponsors symposium on (Aug.) 185 
Cc Jomputer Center, Grosch heads (Aug.).. 154 
Computer Center, NBS names Deputy for (Oct. y 223 
Computer developments, A history of NBS (Aug. : 168 
Computer, FOSDIC IV reads microfilmed weather data for (Apr.). . 63 
Computer Sciences and Technology, Future of the Center for (Aug.) 164 
= sciences and technology, NBS undertakes broader program in 
(Aug.) 151 
Computer services, Center prov ides (Aug. ) 155 
Computer technology: a forward look (Aug.). 161 
Computer use, CODATA task group on (July). . . 143 
Computer use, Task group on (Sept.) ‘ 208 
Computer utilization in spectroscopy, Study of (Nov.) 252 
Computerized industry model, NBS develops (May) 87 
Corductivity of mixtures in the gaseous and liquid states, Viscosity and 
thermal (July) 143 
Conference and Publication Briefs 
AAAS session held at NBS (Mar.) 45 
American Ordnance Association meets at Gaithersburg (July) 137 
ASTM Metric Practice Guide (May) 93 
Atomic spectroscopy symposium held at NBS (Dec.). 266 
Automatic typesetting (Sept.) 204 
Colors of signal lights (Sept.) 204 
Fifth transducer workshop meets at NBS (Dec. ) 266 
Fifty-second national conference on weights and measures (Sept.) 204 
Handbook of Industrial Metrology (Dec.) 266 
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Sixih conference on precision electromagnetic measurements (Dec. ) 266 ee of international cooperation in standard reference data projects 
: a = ae aa eee 293 wimaenes research in information processing at NBS (Aug.) 182 
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204 Data, ASTM special committee on numerical reference (July). . ee 143 Graduate program in radio metrology, New (Apr.) ; ; : 67 
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-). 250 Data Center, Superconductive Materials (June)........ Peer eee 120 
250 Data centers associated with the National Bureau of Standards’ Office of a H 
272 Standard Reference Data, Information and (Aug.). . woke ceeeeeeneseese 17 
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) 175 ) Deputy fe Connpxiter Center, NBS names (Oct.) 223 Improved high-temperature determination of thermal emittance (Sept.) 194 
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International voluntary standards (Aug.) 173 
Ionization constant of heavy water redetermined (Oct.) 230 
Iron oxide film, Thermal regeneration of (Dec.) 260 
Iron passivity, Ellipsometric-pote maatatie study of (July) 139 
Is the printed page obsolete? (Nov. 252 
Isotopic standard for magnesium huss 109 
Isotopic standards for lead (Oct.) 226 
J 
Jensen receive unique plaques, Astin and (Oct 229 
JILA dedicates new facility (July) 144 
Joint ARPA-Office of Standard Reference Data progr am (May) 99 
Journal discontinued, Technical Translations (Dec. 272 
L 
Laboratories, Secretary Connor dedicates new NBS (Feb.) 23 
Laminar flowmeter performance, NBS explains (Oct.) 226 
Lamp standard adopted, New tungsten-filament (Mar.) 17 
Lamps improved, Vacuum ultraviolet resonance (Oct.) 216 
Landolt-Boérnstein Tables (June) 120 
Large single copper ery stals grown (June) 107 
Laser diode efficiency and output increased (Sept.) 196 
Laser materials, Dielectric properties measurements for — le (Feb.) 30 
Laser-probe excitation, Spectrochemical analysis by (Nov. 239 
Lead, Isotopic standards for (Oct.) 226 
Lens resolving power, Accurate prediction of (Oct.) 218 
Light-sensitive plastic chips (Mar.) 53 
Light-sensitive papers, Standard (Oct.) 226 
Lights, Colors of signal (Sept.) 204 
Limestone (Mar.) 53 
Line-standard inter ferometer (Mar.) 43 
Linear accelerator goes into operation, NBS (Jan.) 10 
Liquids, Evaluating the surface tension of pure (Mar.) 55 
Low-frequency digital phi asemeter assembled from logic modules (Dec.) 263 
Low-temperature experiments, Clamp for (Mar.) 47 
Low-temperature measurement, Radiation detector gives precise (July) 129 
Low temperature, Pyroelectric ceramics for measuring (Sept.) 193 
Low Temperature Specific Heats Data Center (Sept.) 209 
M 
Magnesium, Isotopic standard for (June) 109 
Magnetoresistive devices, Standard for (Nov.) 248 
Mass transport in oxides, Symposium on (Oct.) 222 
Materials Data Center, Superconductive (June) 120 
Materials of certified purity (Apr.) 76 
Materials research symposium announced, Second (May). 92 
Materials, Thermal conductivity of s selected (Mar.) 56 
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Measurements and standards, Course in electromagnetic (June) 116 
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Measurements for possible laser materials, Dielectric properties ( Feb.) 30 
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(Nov.)... 242 
Metal objects, Technique “Fingerprints” missiles and other (Oct.) 224 
Metallo-organic compounds, Standard (Aug.) 180 
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Microchemical standard (Dec.) 264 
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NBS technical highlights (Sept.) Rtiene Simi Beas abe 
NBS undertakes broader program in computer sciences and tec hnology 
(Aug.). ; 
Neutron cross sections and tec hnology, 
OW ORR MT CID Sis ooo ee eek cen ekes 
New document announcement experiment (Dec.). 
New graduate program in radio metrology (Apr.).... ate 
New NBS microcopy resolution test charts have higher frequencies (Dec.) 
New publications (Mar.)........ 
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Moscow meeting (Sept.).... 
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Royal Society sy mposium on data for science and ‘technology (Sept.) 
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Study of computer utilization in spectroscopy (Nov.) 

Superconductive Materials Data Center (June) . 
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vith the National Bureau of Standards’ (Aug.). . 77 
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